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TO IS* MBBUUt 


Roc he s te r Authoritie s Re ly on The ­ 


ory Us e d to Conv ic t Ste phe ns on 


TO WIDEN MAIN 
STREET 


Progra m for 
Ne x t 
Summe r 
will 
Proba bly Inc lude North a nd 
South a nd Ea s t a nd We s t Stre e t 


A summer paving program 
was 
adopted by unanimous agreement of 
tin* members of th e 
city 
council 
Tuesday nigh t, wh en 
th e 
regular 
session was h eld, and th ree streets 
will bo paved th is y ear, eompleting 
streets th at 
are 
now 
partially 
pa veil. 
Th e streets for wh ieh plans,^spo- 
cilications and estimates were 
or­ 
dered drawn by th e city 
engineer, 
call for th e paving *of West 
Fifth 
street, from Harrison to th e 
west 
end of th e street; th e 
paving 
of 
North Perkins street, from Six th to 
Eleventh street, and th e paving 
of 
North Morgan street from Seventh 
to Eleventh street. 
Th ose th ree streets nro now par­ 
tially paved, and th e program 
for 
th is summer, as adopted by 
th e 
council, will complete th ese 
th ree 
streets, and nex t summer th e 
pro­ 
gram will probably include two more 
streets, one north and south 
and 
anoth er east and west, from end to 
end. 
Fifth street is now paved with bi­ 
tuminous concrete, or asph alt, 
but 
stops at Harrison street. Th is street 
will h e finish ed on out to tlie Niekle 
Plate and Big Four tracks, a dis­ 
tance of four blocks. 
Th e Moi *gan street paving 
ends 
at Seventh street, and th is 
street 
also is construeted of asph alt. 
Th e! 
paving of th is street will be ex tend­ 
ed north four blocks to 
Eleventh 
street. Th e paving of Perkins street, 
constructed of brick, ends at 
Six th 
street, and th e engineer will 
sub­ 
mit plans for ex tending th e 
street 
pavement five blocks 
to 
Eleventh 
street. Th e street above Eleventh is 
paved for 2'. blocks with concrete. 
Th e estimates and plans of 
th e 
engineer will be subm itted in 
four 
ty pes of paving material, concrete, 
wood block, asph alt and brick, and 
th e council can elect wh at ty pe 
of 
material is to be used, wh ich gen­ 
erally is given to th e lowest 
price 
submitted. 
In addition to th ese th ree 
paving 
projects, th e council also 
ordered 
th e engineer to draw rdans and es- 
F r o m 
P a g e 
F i v e 


Roch ester, Ind., March 16—<U.R)— 
Acting on th e th eory th at 
Clenn 
Butts and Ch ester Young are 
re­ 
sponsible for 
th e 
death of 
Ray 
‘‘ Fox y ” Fly nn, Fulton eounty au­ 
th orities today planned to ask 
in­ 
dictment of th e pair on 
a 
murder 
ch arge. 
* 
Fly nn was sh ot, th e 
two 
men 
confessed, wh en th e th ree tried 
to 
h old up a farmer. Butts anti Young, 
it is ch arged, did not attempt to get 
medical attention for Fly nn and 
lie 
died in a sh ort 
time 
from 
h is 
wounds. Th e th eory 
advanced 
is 
th at Butts and Young became 
re­ 
sponsible for th e death of 
Fly nn 
th rough failure to get a doctor for 
h im. 
It is th e same th eory of 
respon­ 
sibility for anoth er person’s 
death 
th at brough t about th e 
conviction 
of I). ('. Steph enson former Indiana 
klan dragon, on a second 
degree 
murder ch arge for th e death 
of 
Mi ss Madge Oberh oltzer of India­ 
napolis. Testimony in th e 
Steph en­ 
son trial sh owed h e refused to cal 
a doctor for th e girl after sh e 
h at 
taken bich loride of mercury in 
h otel at Hammond. 


tUKSOTlIK 
lE C E IIE D JlU 


Ev ide nc e in Ha lle r-Ry a n Auto Cra s h 
Tria l Conc lude d a nd Afte rnoon 


De v ote d to Argume nt 


A CLASH OF OPINIONS 


Witne s s e s on Ea c h Side Te s tify tha 
Re s pe c tiv e Ca rs 
Ha d 
Be e n 
Stoppe d whe n Collis ion Ca me 


an 


WEITHER KEEPS 
FI 
E 


Prov e s De trime nt to 
Rus h 
County 
Pla nt Sc hool He ld 
Toda y At 


Court 
Hous e 


ABOUT 100 IN 
ATTENDANCE 


Voc a tiona l Cla s s e s of Thre e Sc hools 


He a r 
Le c ture s — Purdue 
Alumni 
Hold 
Lunc he on 


Six Me n Indic te d by 
Gra nd 
Jury 
Brought Be fore Court And Tria l 
Da te s Will Be Se t 


GRAND JURY IS IN 
RECESS, 


Th is morning 
was 
arraignment 
day in th e circuit court wh en several 
of th ose indicted by th e grand jury , 
were ordered into court 
to 
enter 
pleas, and prepare for trial in th eir 
enses. 
Joseph Butler, Roy Turner 
and 
Elmer McDaniel, all ch arged 
with 
h unting law violations, pleaded not 
guilty , and th e former bond 
in 
th e cases was satisfactory . Th e trio 
is ch arged with h unting 
at 
nigh t, 
with th e use of dogs. Th eir trial will 
be set with in a week or so. 
George Hinsh aw and Joh n Rq h m, 
ch arged with intox ication, posses­ 
sion of liq uor and transporting 
li­ 
q uor, also entered 
pleas 
of 
not 
guilty , and will stand trial 
in th e 
near future to th e « ch arges. Ray mond 
Nesbit of Glenwood, 
ch arged 
with 
intox ication, carry ing a weapon and 
assault and battery , 
pleaded 
not 
guilty , and h is ease will also h e set 
for trial th is month . 
Of th e eigh t indictments returned 
by th e grand jury last wek, all but 
one of th em h as been served. 
Prosecutor George 
stated 
today 
th at th e grand jury was 
in recess 
now, and would convene again 
on 
April 20, wh en furth er matter will 
be taken up, and action 
taken 
on 
evidence th at h as been before 
th em 
reoentlv. 


Ideal weath er proved ft detriment 
to th e Rush County Plant 
Sch ool 
h eld in th e court h ouse 
assembly 
room today , as scores of farmers 
wh o migh t oth erwise attend remain­ 
ed at h ome to attend to farm duties. 
Th e attendance at th e morning s e s ­ 
sion numbered 
approx imately 
one 
h undred, including* vocational class­ 
es from Webb, Walker townsh ip and 
Rush ville h igh sch ools. 
Th e attendance was larger 
th is 
afternoon. Agricultural students re­ 
mained for th e second session. 
All of th e lectures, given 
by Dr. 
C. T. Gregory and A. A. Hansen of 
th e Purdue university 
agricultural 
ex tension staff, were illustrated with 
motion pictures 
wh ich served 
to 
make th e lectures of much greater 
value. 
In connection 
with 
th e 
plant 
sch ool, a lunch eon for alumni and 
former students of th e Purdue agri­ 
cultural sch ool 
was 
h eld 
at th e 
Scanlan h ouse and Dr. Gregory and 
Mr. Hansen 
each 
spoke 
briefly . 
Th ere were eleven in attendance at 
th e lunch eon, wh ich was 
th e first 
meeting following th e 
organization 
of Purdue agricultural students 
in 
th e county recently . 
Th e Rush County Plant Sch ool is 
th e th ird h eld in th e state th is y ear, 
wh ich is th e first time any th ing 
of 
th is sort h as been attempted in In­ 
diana. 
Th e morning lectures 
dealt with 
t lie 
fundamental 
facts 
regarding 


T u r n 
t o P a g e T w o 


Put to the 
Test 


A man h ired to write adver­ 
tisements for a big department 
store desired to find out about 
th eir 
services. 
Incognito, 
h e 
“sh opped” it from top to bottom. 
He was every kind of customer. 
He listened in on sh opping con­ 
versations. 
He put 
th e store 
and th e clerks to a severe test. 
Daily 
Republican 
Want 
Ads 
h ave been 
put to test and 
we 
know th ey 
are result 
getters. 
Th ey are a most economical 
form of advertising. 


Pho ne 2111 


Th e # 10,000 damage suit involving 
automobile, accident, in 
wh ich 
Martin Haller of Cincinnati is plain­ 
tiff and J. M. Ry an <%f 
near 
New 
Salem, defendant, was to reach tin 
jury tin’s afternoon at five 
o’clock, 
after h aving been in th e process of 
trial th is week in th e circuit court. 
Hie evidence 
in th e 
case 
was 
completed sh ortly after noon today , 
and th e attorney s were given 
one 
and one h alf h ours for th eir plead­ 
ings, or th ree h ours all togeth er. 
Th e jury will be req uired to 
de­ 
termine wh eth er th e plaintiff 
sh all 
recover any judgment as th e result 
of th e accident in 19 25 on th e state 
road near th e Ora Logan residence 
south o f Rush ville. Th e action 
was 
brough t by Mr. Haller, as adminis­ 
trator of tin* estate 
of 
Yeatrice 
Haller, bis wife, wh o died a 
few 
day s after th e automobile accident, 
due to injuries received. 
In seeking to recover th e 
dam­ 
ages, th e plaintiff, 
and h is 
wit­ 
nesses allege th at Ry an, riding 
in 
a Ford coupe, and going in a south ­ 
erly direction on th e state road, was 
driving th e car in 
an 
irregular 
manner, zig-zagging on th e road, and 
th e mach ine occupied by th e Cincin­ 
nati people h ad pulled off to th e side 
of th e h igh way 
wh en 
th e 
crash 
came. 
On th e oth er h and Mr. Ry an con­ 
tends th at th e Cincinnati 
mach ine 
was coming towards h is car at 
an 
ex cessive rate of speed, and th at h e 
h ad pulled h is Ford coupe off to th e 
side of th e road and stopped, and 
was struck by th e oncoming car. 
On account of th e difference 
of 
opinions th at ex isted 
among 
th e 
witnesses, th e jury will h ave to de­ 
cide for th emselves, as to 
wh ich 
mach ine was at fault in th e 
dent. 


T u r n 
t o P a g e T h r e e 


SUES FORD FOR $1,0 0 0 ,0 0 0 
i w e win i 


Circ le v ille , Ja c k s on Towns hip 
a nk 


Gle nwood Will Ta k e Pa rt in Dis ­ 
tric t Mus ic Conte s t 


TO BE HEL DMARCH 22 


County Conte s t Brings Out 
Fifty - 
Four Pupils From Rura l, Gra m­ 
ma r a nd High Sc hools 


Tu e s- 


first 
rural 


Aaron Sapiro, organizer of farmers’ co-operatives wh o is suing Henry 
Ford for $1,000,000 libel because of criticisms publish ed in th e Dear­ 
born Independent, Ford’s weekly paper. 
Sapiro complains h e was 
termed a member of a “conspiracy of Jews to control th e world’s 
food markets.” 


Fo urth Annua l Ora to rica l \Co ntestWS 
Fo r Ind ia na Hig h Scho o ls Anno unced 
*■ 


acci- 


TWO OF 0 1 0 1 0 P IT 


OF L O O T IS JE C O m 


Bombing of Two Armore d Truc k s In 
The ft of $1 0 4 ,25 0 in Pitts burgh 


to be Solv e d, Be lie f 


REMAINDER OF GANG 
SOUGHT 


B U L L E T I N 


Pittsburgh , Pa., March 16—OJ.R)— 
Th e robbers wh o bombed two armor­ 
ed trucks and stole a $104,250 pay ­ 
roll of th e Pittsburgh Terminal eoal 
» ompanv near its Coverddle 
mine 
Friday belong to th e 
same 
gang 
esponsible for murdering two men in 
loldups wh ich netted $9 1,000 in th e 
Pittsburgh district, Paul 
Jaworski 
oufessed today . 


Pittsburgh , Pa., March 16—OJ.R)— 
With between $20,000 and $32,000 of 
th e $104,250 obtained in th e Cover- 
dale mine h oldup recovered, detec­ 
tives today ex pressed 
th e 
opinion 
th at th e robbery 
would 
soon 
be 
solved 
in 
its 
entirety . 
Furth er 
treasure h unting” for th e loot still 
missing will continue. 


Last nigh t Paul Jaworski, a rre st­ 
ed at th e farm of Joseph Weekoski 
wh en it was raided Saturday nigh t, 
confessed h e~h ad participated 
in 
th e bombing of two armored 
trucks 
of th e Brink’s ex press company as 
h ey neared th e Coverdale mine 
of 
1 h e Pittsburgh 
terminal coal com­ 
pany . 
Detectives were led by th e suspect 
to a spot adjoining 
th e 
Weekoski 
’arm and two feet underneath 
th e 
surface a milk can containing 
two 
packages of currency was found. 
Auth orities were encouraged 
bv 


1 h e capture of Weekoski in Detroit. 
Two carloads of detectives armed 
with riot guns left early torlav for 
a h angout named by Jaworski wh ere 
th e remaining members of th e gang 
are believed to be in h iding. 


Le a ding 
Ne ws pa pe rs 
Throughout 


Sta te Agre e To Coope ra te 
With 


India na Sta te Ba r As s oc ia tion In 


Spons oring Na tiona l Ev e nt 


“ Th e greatest competition of th e 
kind ever h eld in th e world,” is th e 
wav President Calvin Coolidge des­ 
cribed th e National Oratorical Con­ 
test, h eld annually among th e 
h igh 
sch ools with th e Constitution of th e 
United States for its subject. 
Th is y ear’s 
contest, 
plans 
for 
wh ich arc announced today bvv th e 
Indiana State Bar Association, will 
be- th e fourth , and, judging 
by in­ 
creasing interest th rough preceding 
y ears, th e largest y et h eld. Leading 
newspapers th rough out th e state are 
being asked to co-operate 
with th e 
Bar Association, and 
Th e 
Daily 
Republican lias agreed to h elp spon­ 
sor th e contest in th is district. Stu­ 
dents, interested in « competing in th e 
contest, teach ers, parents and oth ers 
interested, sh ould watch th e 
col­ 
umns of Th e Daily Republican 
for 
details of th e contest, as th ey are 
announced. Information with regard 
to prizes, etc., will be made public 
ex clusively by th is newspaper. 
Th e State Bar Association, 
an­ 
nouncing th e contest say s: 
“ It was never so important 
as 
now th at Americans 
sh ould 
know 
th e background of th eir 
country ’s 
h istory , 
and 
become 
better 
ac­ 
q uainted with th e origin, th e tradi- 
T u r n 
t o P a g e T w o 


IN D IA N A — Increa sing clo udi­ 
ness to nig ht a nd Thursda y , pro b­ 
a bly 
beco ming 
unsettled 
by 
Thursda y nig ht. 
Mo dera te tem­ 
pera ture. 


THE GREAT WAR 


Te n Ye a rs Ago Toda y 
Th e Romanoff dy nasty ends 
in Russia as th e former f’zar 
relinq uish es h is son’s righ t to 
th e th rone and Grand 
Duke 
Mich ael abdicates as regent. 
Republic 
announced 
and 
constitutional assembly 
con­ 
voked by provisional 
govern­ 
ment. 


RULES FOR NATIONAL 
ORATORICAL CONTEST 
. 


Rules h ave been prepared for 
th e fourth national oratorical 
contest conducted by th e India­ 
na State Bar Association with 
a number of th e leading news­ 
papers in th e state co-operat­ 
ing. Th e rules 
governing 
th e 
contest follow: 
Any public or paroch ial h igh 
sch ool in Indiana may enroll by 
tilling out and mailing to 
th e 
Anderson office, th e accompany ­ 
ing enrollment card. 
Each sch ool wh en it 
enrolls 
sh ould name some one of 
its 
students to serve as 
reporter 
for th e oratorical contest 
for 
th at 
sch ool. 
Th is 
reporter 
sh ould keep th e newspaper co­ 
operating in th at district, ad­ 
vised of th e progress of * ^ t lie 
contest in th at sch ool, the* num­ 
ber and th e names 
of 
th ose 
entering, and 
wh at 
subject 
each h as selected for h is or h er 
oration. Oth er sch ools and th e 
public will h e interested in such 
information. 
Any pupil of th ese 
sch ools 
wh o is under 19 y ears of 
age 
February 1, 19 27, may enroll. 
Orations 
must h e 
original 
and not req uire more th an ton 
minutes ¿n delivery . 
Judges in every contest arc 
advised to use th e 
low-point 
total sy stem in 
judging. 
Th e 
ballots sh ould be cast with out 
consultation between th e judg­ 
es. 
Eq ual weigh t sh ould h e given 
to eompoistion and 
delivery . 
Each judge merely rates 
th e 
speakers in th e order 
of 
th e 
preference, such as, first, sec­ 
ond, th ird, etc. 
Contestants and sch ool offic­ 
ials wh ose sch ools arc entered, 
sh ould accept th e decisions of 
th e judges as final. 
Th è county ch airman of th e 
Indiana State Bar Association, 
co-operating with th e 
sch ool 
officials 
th e county 
contest, 
and th e district managers, co­ 
operating with 
th e 
county 
ch airman in th at congressional 
district, will h ave ch arge of th e 
district contest. 
Sh ortly th e columns of th is 
paper will contain suggestions 
regarding th e 
selection of 
a 
subject for th e oration 
wh ich 
sh ould be h elpful. 


Circleville, Jackson townsh ip, and 
Glenwood sch ools won first 
places 
in th eir respective classes 
in 
th e 
annual Music Memory and Ach ieve­ 
ment contest h eld in th e court h ouse 
Tuesday 
afternoon, 
and 
th ese 
sch ools will represent Rush county 
in th e district contest nex t 
day . 
Th e Circleville team 
won 
place in th e 
division 
for 
sch ools, Jackson townsh ip won first 
place in th e division for th e gram­ 
mar grades, and Glenwood won th e 
h igh sch ool h onors. 
Th e contest was in 
ch arge 
of 
Mrs. Florence Leitzman, county mu­ 
sic supervisor. Sh e wiH also 
h ave 
ch arge of th e Six th District contest, 
to be h eld in th is city nex t 
Tues­ 
day , wh en th e various winners in all 
counties of th e district will 
meet 
h ere to decide th e winners to 
take 
part in tin* state contest. 
In th e county contests 
Tuesday 
afternoon, th ere were 54 boy s 
and 
girls taking part from sch ools in all 
sections of th e eounty . Th ree 
com­ 
prised a team. Some ex cellent scores 
were turned in during th e contest. 
In th e first division 
for 
rural 
sch ools th ere were 
four 
sch ools 
taking part. Th e Circleville 
team, 
consisting of Emma, Hines, 
George 
Lunsford, and Frances Keck, 
won 
th e first place in th is division. Free­ 
man sch ool finish ed 
second 
and 
Rich land, th ird. Th e fourth sch ool 
competing in th is class 
was 
th e 
Booker T. Wash ington 
sch ool 
of 
Carth age. 
In th e second division for gram­ 
mar grades, th e Jackson 
townsh ip 
team won first place. Th is 
team 
consists of Donna Oldh am, Pauline 
Walker and Anna 
Louise 
James. 
Manilla was second 
and 
Milroy 
th ird in th is 
class. 
Th e 
oth er 
sch ools taking part in th is division 
were May s, New Salem, 
Carth age, 
Webb, Gings, Glenwood, 
Homer, 
Raleigh and Center. 
Th e th ird 
division 
for 
h igh 
sch ools was taken by 
th e 
Glen­ 
wood- team composed 
of 
Donald 
Brooks, Doroth y Humes and 
Pllea- 
nor Culbertson. Manilla was second 
i«i th is contest, and th ese two 
h igh 
sch ools were th e only ones entered 
in th is division. 
Th e Rush ville city sch ools 
were 
not entered in th e contest. 
Th e district contest 
nex t Tues­ 
day will h e h eld in th e court h ouse, 
commencing at one o’clock in 
th e 
afternoon. 


ILLNESS REDUCES 


Atte nda nc e Re port For 
Month 
of 
Fe brua ry Shows 1,218 Abs e nt On 


Ac c ount of Sic k ne s s 


3,770 1 DAYS ARE LOST 


Fifth Gra de a t Arlington Ha d Pe r­ 
fe c t Re c ord For 
Month— Wa s h­ 
ington Building 
Le a ds 


Th e average 
percentage 
of a t­ 
tendance for all 
sch ools 
in Rush 
county , including Rush ville city , for 
th e month of February , was 9 3.06 
percent, according to th e 
month ly 
report 
submitted 
today 
by Mrs. 
Caroly n Ch amberlain, county atten­ 
dance officer. 
Th e percent of attendance was re­ 
duced during th e 
month 
by 1,218 
ch ildren being out of sch ool on ac­ 
count of illness, and 80 being out for / 
oth er reasons. 
In all 
th ere 
were 
3,7701 day s lost by absence, and all 
but 60 of th ese day s were ex cused. 
In addition to th e absences, th ere 
were 150 cases of tardiness in 
th e 
sch ools during February . 
Alth ough 
Th e average for February of th e en­ 
tire county was 9 3.06 percent, it 
is 
better th an for th e s&me month last 
y ear, wh en th e county average was 
9 1.45 percent. 
Th e fifth 
grade 
at 
Arlington, 
taugh t by Mrs. Devvease 
Beekner, 
with an enrollment of 30 ch ildren, 
h ad 100 percent attendance for th e 
month . 
Th e Wash ington sch ool for color­ 
ed ch ildren in Rush ville, h ad 
th e 
h igh est percent of attendance 
for 
any entire sch ool, and ranked 
first 
with 9 9 .3 percent. 


Th e rest of th e sch ools, ranked as 
follows in th e list off percent of a t­ 
tendance for February : 
Homer 
Manilla 
High sch ool (R’villc) 
Grah am Anno 


ADMITS R o r a y ATTEMPT 


Forme r Polic e ma n Implic a te s 
An­ 


othe r In South Be nd Fizzle 


South Bend, Ind., March 16—<U.R) 
— Ray mond Lawrence, former 
po­ 
liceman at 
Fordson, 
Mich ., 
and 
Jack Hamilton, of Sault Ste. Marie, 
Mich ., were h eld by » police h ere to­ 
day for q uestioning in 
connection 
with th e attempt to rob th e South 
Bend state bank y esterday . 
Lawrence, police 
said, 
admitted 
h is part in th e 
attempted 
h oldup, 
and named Hamilton as an accom­ 
plice. 
A th ird man 
wh ose 
name 
was 
with h eld by police was also detained 
for q uestioning. 
Th e robbery was frustrated wh en 
G. M. Broadh urst, assistant cash ier, 
fled from th e bank at th e risk of h is 
life and spread th e alarm. 


Belle Gregg 
“ 
Havens 
“ 
Junior IT. S. 
St. Mary ’s 
Glenwood 
Milroy 
Center & May s 
Jackson Twp. 
New Salem 
Moscow 
Freeman 
Rich land 
Neffs 
Boioker T. Wash . 
Carth age 
Webb ' 
Circleville 
Gings 
Ralegh 
Arlington 


9 8.16 
9 7.6 
9 7. 
9 6.2 
9 4.7 
9 4.2 
9 3.7 
80. 
9 6.81 
9 2.58 
9 4.24 
9 3.78 
9 6. 
9 4.84 
9 4.16 
87.41 
9 0.- 
9 7. 
9 0.27 
9 1.10 
9 1.53 
9 4.64 
9 3.32 
9 6.1 t 


EVANGELIST ATTACKS 


The Re v . A. P. Re nn Throws India na 


Ba ptis t Pa s tor's Confe re nc e Into 
Confus ion By As s a ult 


FGRMER KLAN 
LECTURER 


WARSAW FARMER 
ROBBED 


Warsaw, Ind., March 
16—<U.R>— 
Attacked by five h oldup men at h is 
h ome near h ere, William Kinge, 
a 
farmer, today was robbed of nen- 
permint oil worth $300, and $62 in 
cash and $37 in ch ecks. Kinge was 
starting Jo Fort Way ne to sell th e 
oil at th e time of th e robberv. 


Indianapolis, March 16—(U.R)— Th e 
Rev. A. P. Renn of North 
Vernon, 
Baptist evangelist, th rew th e Indiana 
Baptist 
Pastors’ 
conference 
into 
confusion h ere today with a spirited 
attack on proh ibition 
enforcement 
meth ods. 
“ Present day proh ibition 
is 
th e 
biggest farce th at h as ever h it th is 
country ,” Rev. Renn said. “ If Ch rist 
came to America today and turned 
th e water into wine h e would be put 
in jail as a criminal. 
“ We are ex alting a principle and 
losing sigh t of Ch rist.” 
Several ministers led by th e Rev. 
J. B. Bowman, of South Bend, pro­ 
tested against Rev. Renn’s remarks 
and defended 
proh ibition 
enforce­ 
ment. 
Reverend Bowman, and Rev. 
G. Dunkin, 
West 
Lafay ette, 
Rev. S. D. Huff, of Peru, were 
pointed as a committee to draft 
solutions endorsing proh ibition 
forcement. 
Rev. Renn, wh o was at one time 
a Ku Klux Klan orator, testified be­ 
fore th e Reed senate 
investigating 
committee during th e investigation 
of Indiana polities. 


D. 
and 
ap ­ 
ro­ 
en- 
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Slaughter pigs 
Packing sows 
Indianapolis Livestock 
FARM NOTES 


I S É j A G E k 


HOG MARKET ERRHTICHLLT 


WEÄK;PRICESDFf 25 CENTS 


Indianapolis, 
March 
10—(U.R) — 
Tlit* hog 
market 
was 
erratically 
weak on the Indianapolis Livestock 
Exchange today, prices ruling steady 
to 25 cents off. The run included 4,- 
500 porkers and 
only 
the 
better 
lightweight material remained 
un­ 
changed. 
Choice lights sold at the same top 
price as Tuesday, $12.25 but bulk of 
the sales were much lower moving at 
$11.90-12.15. 
Cattle were tally steady with 1,- 
200 fresh bovines included 
in the 
run. Beet steers sold at $8.25-10.50 
while beef cows brought $5.50-/.50. 
Calves remained steady with 
a 
run of 900. Best vealers brought 
a 
top of $15, while others sold at $14.- 
50 down. 
The sheep and lambs market was 
steady with prices unchanged. Re­ 
ceipts were estimated at 300. 
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Chicago Livestock 


HOGS 
,ts— li),(M»0 
Ma rket— Uneven 
Heavyweights --------- 
.\!ediumweights ------- 
Lightweights ---------- 
Liirht 
l i g h t s 
--------------- 


10.90(5 11.35 
11.25(o 11.85 
11.35(o 12.05 
11.25(d 12.00 


CATTLE— 9,000 
M arket— Slow 
Steers (1500 lbs) up good to 
c h o ic e _____________ 10./5(a 13.25 


Steers (1100 to 1500 lbs) 
c h o ic e _____________ 11.50(a) 13.25 
M e d iu m s______________ 9.00(a 10.75 
G o o d _________________ 10.00@12.50 
Steers (1100 lbs down) 
choice 
--------------- 11.25(a) 12.50 
Good 
_________9.50(a 11.50 
Mediums ______________ 8.50t</ 10.00 
C o m m o n ------------------------• 7.2.5(a) 9.00 
C o m m o n ________________ 7.25@9.10 
Light yearlings steers and heifers 
(850 lbs) good and choice 
_____________________ 9k00@ 12.25 


Ileifers good and choice 
(850 lbs) ____________ 7.25(a) 10.75 
Cows good and choice __6.50(a)8.25 
Common to c h o ic e ----------0.00(a)8.50 
Common and mediums 
_ _5.10(56.50 
Canners and cutters __ 4.25(b)5.10 
Calves med and choice __7.00@8.50 
V e a le r s --------------------------6.00@ll4.00 
Feeder and Stocker Cattle 
Common to c h o ic e ----------(>.75(0/9.35 
SH E E P RECEIPTS— 10,000 
M arket— Steady 
Lambs light and heavyweights 
(84 lbs down) medium to 
choice _______________13.25(a)15.40 
Cull and c o m m o n 
10.75(0)13.25 
Ewes common to choice _7.00@9.50 
Canners and c u t t e r s 
2.50(a)7.00 
Feeding Lamb range stock full 
wooled mediui$ to choice 
___________________ 12.50(0)14.15 


(By United States Department 
of 
Agriculture) 
Receipts— 4,500 
Market— Steady to 25c oft 
Heavies over 300 lbs_~ 11.00(5 11.2a 
275 to 300 l b s _______ 11.25(o 11.50 
250 to 275 l b s _______ 11.50(a 11.05 
Med 225 to 250 lbs __ 1 1.60@>1L85 
200 to 250 l b s _______ 11.t)0(o*12.(h) 
Lights 160 to 200 lbs _-12.10@12.25 
160 to 18 O lb s_________12.00@12.20 
Light lights 130 to 160 lbs 
___________________ 11.75(0; 12.15 
Slaughter pigs 90 to 130 lbs 
___________________ 11.50<a 12.00 
Packing sows smooth _10.50(o 10.75 
R o u g h s ________________10.00@10.50 
CATTLE— 1,200 
M arket— Steady 
Beef s t e e r s ____________ 8.25(a)10.50 
Light yearling steers and 
heifers ------------------ 10.00@T2.00 
Beef c o w s ---------------------- 5.50(a)7.50 
Low cutter and cutter cows 
______________________ 3.75(o 5.25 
Heavy c a lv e s -------------------6.50@9.00 
Bulk stocker and feeder 
steers 
———— — —————— 0. / 5(5/8.00 
V e a l e r s ________________14.00(0/15.00 
SH EEP— 300 
M arket— Steady 
Top fa t l a m b s --------------------------15.00 
Bulk fa t lambs 
-------- 12.50(0 14.50 
Bulk cull la m b s ------------- 8.00@11.50 


T H E FIRST BANK IN RUSH COUNTY. 
U N D E R U. S. GOVERNMENT SUPERVISION 


Founded 


on 
Security 


Built 
by 
Service 


Have Youja Friend 


who not only wants a banking connec­ 
tion, but also a place where he can 
bring 
his 
financial 
and 
business 
problems? 


If so, we shall be glad to welcome 
him here. 


Rushville 
N ational Bank 


“Strength and Ability — 
Plus the Willingness to Serve” 


0 0 0 


OF 1 DEMENTED FATHER 


Bodies of Two Small Children Found 


in Deserted House in Gary and 


Parent is Sought 


T H R E A T S A R E R E C A L L E D 


Chicago, M arch 16-—<U.R)— P itt 
burgh and Chicago authorities today and conform most nearly to 
Walter “* 


'lllllllllllllllllllllllllllllimilllllllllHllllllllllllllllllllHHHIHRHHHHHIIIHHIIIIIItW» 


V A R L E Y 


CLOSING OUT SALE 
This is Our Last Week 


Canned Peas, Corn, Perk & Beans 
Your Choice 5c Each _ 


Prices Never Before Equaled. 
You May Never 
Be Abie To Buy Again at These Prices. 
Damaged Labels and Rusted Cans 


POST BRAN, Per Box 10c 


Spices, Regular 10c Boxes — 4 for 25c 
Red Pepper, Ginger, All Spice, Cloves, Nutmeg 
and Cream of Tartar 


All 1 0 c Soap — 2 for 15c 
All 5c Toilet Soap — 3 for 10c 


PENNANT STRIP, i Gallon 35e 


Matches — 8 Boxes for 21c 


If you w ant any Fixtures — Ours Are For Sale 


This Is Our Last Week — BUY N O W 


East Buffalo Livestock 


Receipts— 1,600 ; holdovers 1,333 
M arket— 15 to 25c off 
250 to 350 l b s ________ 11.60(a 12.10 
200 to 250 lbs ----------- 
160 to 200 l b s ----------- 
130 to 160 l b s ----------- 
90 to 130 l b s ------------- 
Packing s o w s ----------- 
CATTLE— 50 
M arket—Steady 
CALVES— 500 
M arket— 50c down 
Beef s t e e r s ------------------- 9.00@11.50 
Light yearlings steers ami 
h e i f e r s 
______ _ 
10.35 (a-10.50 
Beef c o w s ------------------------6.25(a 7.25 
Lower cutter and cutter cows 
_____________________ 3.25(a 5.50 
Vealers _____________ 15.50@ 16.00 
Heavy c a lv e s -------------------6.50(5)9.00 
Bulk stock and feeder 
steersf 
-------------------- 6.75@8.00 
Sheep receipts— 300; 
holdovers 
3,100. 
M arket— Steady 
Top fa t l a m b s ----------- 15.00(5 15.25 
Bulk fa t l a m b s 
15.00@ 15.25 
Bulk fat e w e s -----------------6.50(5)8.50 
Bulk cull l a m b s 
11.00@ 12.50 


combined in a search 
for 
School, who kidnapped his two small 
children from a Pittsburgh school, 
led them to a deserted 
house 
in 
Gary, Ind., and murdered them. 
Bodies of the two children, 
Viv­ 
ian, 8, and Donald 6, were found in 
Gary yesterday 
afternoon 
when 
Scholl’s estranged wife— foster mo­ 
ther of the children— led Gary po­ 
lice to the house and broke 
down 
the doors. 
Scholl, because his business 
a d ­ 
ventures bad failed and had led him 
to jail for frauds, is 
believed 
to 
have been era zed. He bad 
written 
Mrs. Scholl in Chicago, stating that 
lie planned to m urder bis 
children 
and then.end his own life. 
Scholl and his second wile, M ar­ 
garet, were married in 1923. 
I hcv 
differed and separated, tile 
fathei 
sending the children to their g ran d ­ 
father in 
Pittsburgh, 
the 
Rev. 
Charles Scholl. They were sent to a 
school in Pittsburgh but disappeared 
shortly before Christmas. 
Two weeks ago Scholl rented 
a 
house in Gary. The nearest house is 
almost a block away and no 
one 
ever saw Scholl or 
the 
children 
12.50(5 12.75 I about the house, police learned. 
12.50(5 12. <5 
10.50@ 11.25 


Separate the Sexes 
When the young cockerels 
reach 
the weight of one and one-half 
to 
one and three --quarters pounds, they 
should be segregated from the. pul­ 
lets. This will be when they are ten 
to twelve weeks old. At this 
same 
time all slow growing or weak ap- 
) pearing chicks should be killed. The 
I cockerels that seem to be the largest 
' in size, most active 
and 
vigorous 
the 
ideals of the poultrvmanv can 
he 
saved as prospective future 
breed­ 
ers. 
If they are Leghorns they would 
better be put on a 
bachelor 
range 
away from hens and 
pullets 
so 
they will not m ature too quickly or 
bother the pullets. If they are of the 
heavier breeds they can be put with 
the choice pullets that are to 
be 
grown out. All th at are not to 
be 
kept, should be sold as broilers when 
they reach about two pounds 
in 
weight. 


12.06(0 12.40 
12.35(a 12.60 


Last Thursday Jens Jorgenson of 
Chicago received two letters 
from 
Scholl.' In them he told 
of 
being 
“ tired of life” and expressing 
a 
desire to die. I k said, however, he 
'would not leave his 
children 
and 
predicted he would “ kill them ” and 
“ follow soon.” 
Then Scholl was 
seen 
near 
a 
church u tt« m M by 
s ' l">11- 
Once be usked the priest lb aid biui 
in findjng his wife. 
These circum stances worried 
the 
woman and she eaib 
and yesterday 
they 
house in Gary where 
the two 
children 


Gary 
police 
went 
to 
the 
tin* bodies ut 
children were found. 
Both 
were on beds 
and 
their 


Chicago Grain 


High 
Low 
Close 
Last 
WHEAT 
close 
May 
1.382 
1.371 
1.38 î 
1.371 
July 
1.322 
1.312 
1.3*21 
1.32a 
September 


clothing 
apparently 
had 
b(‘011 
.«smoothed down after the cficcts 
of 
the ether had made 
them 
uncon­ 
scious. 
The children’s foster mother is in 
a state of collapse today. 


Cincinnati Livestock 


to 40c off 
10.75(a 11 • • 5 
_ 1 1.75(a I 2.16 
12.00(a 12.10 


1.29 \ 
1.303 
1.29 A 
1.« 
CORN 
May 


563 
JL.29Ì 


761 
772 
761 
July 
77 A 
762 


801 
81A 
802 
September 
812 
80; 


84] 
85 
841 
O ATS 
May 


84¡ 
842 


45] 
452 
451 
July 
453 
451 


452 
46] 
452 


September 


46¿ 
452 


44ij 
442 
441 
R Y E 
May 


442 
442 


1.022 
1.033 
1.02] 
1.03] 
July 


1.03 


1.01 
I.OI3 
1.61 
1. 
September 
013 
1.01 à 


96.\ 
972 
96 
972 
96) 


Indianapolis Grain 


CORN— Steady 
No. 4 w h ite ------------------------__54@58 
No. 4 m ix e d ----------------------51-i(«55> 
No. 4 y e llo w ---------------------- 54@ 
5 < 
O A TS— Steady 
No. 2 w h i t e ------------------------ 421(5 45 
No. 3 w h ite -------------------------- 59(5 42 


HAY— W eak 
No. 1 tim o th y _________1(5.50(5' 17.00 
No. 2 tim o th y 
15.50(5'16.00 
Light clover e x t r a 
16.5(K5 17.00 
No. 1 c lo v e r _________15.50@16.00 


I log receipts— 2,/00 
M arket— A round-25 
250 to 3o0 l b s --------- 
200 to 250 l b s --------- 
160 to 200 l b s --------- 
130 to 160 l b s _________12.0<K5 12.10 
00 to 130 l b s __________ 10.00(5 12,00 
Packing s o w s ___________9.25<o 10.25 
(’ATTLE— 550 
CALVE R FA’E IPT S— 650 
M arket— Slow to steady 
Beef s t e e r s _____________ 7.50(5 10.00 
Light vearling steers and heif­ 
ers 1_________________ 7.00(510.00 | 


Beef c o w s 
__________5.50(5)7.50 
Low cutter and cutter cows 
4.00(5 5.00 


W afers' 
______ 9 .0 0 ® 14.00 
Heavy c a l v e s __________ 0.00@9.00 
Bulk stock and feeder 
steers _______________ 0.60(a8.00 
Sheep receipts— 600 
M a rket— Slow, steady 
Top fat l a m b s -------------------— 10.00 
Bulk fat lambs __------ 13.00(a 16.00 
Bulk cull l a m b s ----------7.0O@ 1.1.00 
Bulk fat e w e s ___________ 5.00(a:8.00 


Fourth Annual Oratorical Contest 
for Indiana! High Schools Announced 


F r o m 
P a g e O n e 
lions, the progress and the philoso­ 
phy of their government, and get a 
higher appreciation ol the ideals of 
the fathers who framed it. 
“ Through enlighten nient, 
Ameri­ 
can institutions will be perpetuated. 
When the citizenship of this country 
learns the truth about our form 
id 
government, the history of the con­ 
ditions which brought it into being, 
they wilj not be easily led astray by 
demagogues. In the schools must he 
laid the foundation for this 
more 
enlightened citizenship. ” 
All bona tide secondary pupils un­ 
der nineteen years of *age on Feb­ 
ruary 1st of this year, are eligible 
to compete in the oratorical contest. 
Their 
orations 
must 
he original 
work of their own, and their delivery 
must not consume more 
than 
ten 
ipinutes. Their treatm ent 
of 
their 
subje/ ts must 
combine 
historical 
background with application to co n ­ 
ditions of today. 
In its preliminary 
announcement, 
the State Bar Association describes 
the conditions of the contest as fo l­ 
lows : 
“ The contest is based upon 
the 
Constitution of the I nited 
States 
and all subjects selected must deal 
with the Constitution. Wide latitude 
is given in the choice of subject 
so 
long a> it conforms with the general 
requirement. By way ot suggestion, 
the following subjects are proposed: 
The Meaning of the 
Constitution 
Today. 
America’s Contribution to Consti­ 
tutional Go\ eminent. 
W ashington’s Contribution to the 
Constitution. 
Contribution 


Contribution 


Contribution 


Contribution 


Contribution 


Contribution 


Contribution 


s Contribution 


to 
the 


to 
the 


to 
the 


to 
the 


to 
the 


to 
the 


to 
the 


to 
the 


W E A T H E R K E E P S 
F A R M E R S A T HOM E 


Toledo Livestock 


Hog receipts— 600 
M arket— 25 to 30c off 
Top 
_______________ 11.00(5’11.25 
Heavies _____________ 11.75(a 12.00 
Yorkers -------------------- 12.00(5 12.2«) 
Good pigs ----------------- 12.00@ 12.50 


C A L V E S 
s 
Receipts— Light 
M arket— Steady to 25c up 


S H E E P AN D LA M B S 
Receipts— Light 
M arket— Slow 


F ftom 
P a g e O n e 


plants and weeds, 
the 
speakers 
stressing essential things to be re ­ 
membered in any treatm ent of 
the 
subject. Mr. 
Hansen's 
topi«- 
was 
“ How P lan ts Live, Work and 
Re­ 
produce” and Dr. G regorys 
theme 
was “ How and Why Plants Become 
Sick. ” 
The afternoon lectures were 
de­ 
voted,to the practical application ol 
lessons 
learned 
through 
experi 
menting with 
plant 
diseases. 
Dr. 
Gregory spoke 
regarding 
methods 
that should be followed to eliminate 
plant disease losses in Rush county, 
and Mr. 
H ansen’s 
lecture 
dealt 
specifically with means of control 
ling and destroying 
weeds in Rush 
county. 
At the 
luncheon 
session 
Dr. 
Gregory outlined the work that 
is 
being done with hybrid corn at P u r­ 
due university and said that 
three 
Purdue alumni in’ Rush county were 
(login some worn along this line this 
summer. They are 
Ivan Alexander 
Rushville township, Allen Black 
e of Union township and 
Paul 
lmel, \CM.atioual instructor in 
the 


I i a m i l t o n ’s 
< ’oustitution. 
Franklin’s 
Constitution. 
Jett erson’s 
< ’oust itution. 
M arshall’s 
( '(institution. 
Madison’s 
(’(institution. 
W ebster’s 


(’(institution. 
Lincoln’s 
( '(institution. 
My 
State 
(’(institution. 
“ In orations that deal biographi- 
cally with tin* men included in the 
above list, it is expected that 
the 
speakers "ill show how 
tin* 
in­ 
fluence of the men discussed survi­ 
ves today. In orations that deal with 
the general subject of the ( ’(institu­ 
tion, it is expected that each speaker 
will discuss the significance of 
the 
Constitutional provision covering the 
subject chosen— the citizen s duty to 
vote, for example— and show its a p ­ 
plication today. 
It is emphasized 
that the contest revolves about 
tin* 
Constitution and that it is designed 
to increase respect tor and interest 
in American institutions.” 
Blank cards for the enrolling 
of 
contestants will he supplied to 
all 
high schools within 
it few 
days. 
The Daily, Republican will announce 
further details regarding the rules 
to govern the competition 
and the 
prizes that may be won, within 
•» 
few days. Meantime, this newspaper 
joins with the local committee ot the 
Bar Association in iirgimi students 
in the schools ot the community 
to. 
study for and enter 
the 
contest 
when the 
enrollment 
blanks 
are 
ready. 


of 
lids 


Reroof this time 
for all time 


Genasco Latite Shingles are not only weather- 
safe, fire-safe and economical in cost, but they last 
for years With little or no cost for repairs. 


That's because they are m ade of tough, long- 
fibred felt san d w ich ed b e tw e e n th ick layers of 
Trinidad Lake Asphalt Cement—a product of the ages. 


Equally im portant—you can lay them right over 
your old worn-out w ooden shingles just as easily as 
over new boards. 
No ripping off of the old r o o f- 
no taking risks of dam age by sudden storm. 


G enasco L atite Shingles a re locked tightly 
together—clamped firmly to your roof. 
No curling— 
no flapping in the wind. 
M ade in three natural, unfading colors—red, 
green and blue-black. Come in and let us show you 
these wonderful shingles. 
Union Roofing Company 


142 South Main. 
W. S. O’Neal in Charge. 


R ushville, Indiana 
Phone 1416 


CQiiaSCO Shingles 


Executor’s Public Sale of 
Household Goods 


The undersigned Executor of the will of George B. Covell, de­ 
ceased, will, pursuant to the order of the Circuit Court of Rush 
County, Indiana, on 
Saturday, March 26, 1927 


A T ONE O ’CLOCK P. M. 


sell at public auction, at said decedent’s late residence, in the 
town of Homer, in said county, the goods and chattels of said 
decedent, consisting of Dining Table, chairs, and sideboard, and 
other dining room furniture 5 also bookcase, lounge, four rugs, 
five rocking chairs, library table and complete line of living 
room furniture; also, one base burner, one good heating stove 
and sewing machine; also kitchen cook stove, kitchen cabinet 
and full line of kitchen furniture and utensils; also four bed­ 
steads, with springs, four feather beds, three mattresses, ten 
feather pillow7s, two wash stands, and other bed room articles. 


The Sale will include a Full Line of Good Household Furniture 


TERMS — CASH 


Sale Commences Promptly at One O clock P. M. 


James W. Arbuckle, Executor 


REX KEM PLE, Auctioneer. 


Walker township schools. 
Mr. Hansen talked briefly a t 
the 
luncheon regarding the relationship 
that should exist between the P u r­ 
due agricultural school and its alum ­ 
ni and form er students. 
The p u r­ 
pose of organizing the alumni 
and 
former students throughout the state 
is to arouse more interest 
in the 
work ol 
the school and to prepare 
those who have had the advantage 
of the training for 
leadership 
in 
their respective 'comities. 


PUBLIC SALE 


of Household Goods 


I. the undersigned will sell at Public Auction at my resi­ 
dence, at 521 North Jackson Street, on 


Saturday, Marchjgl9th 


SALE TO BEGIN A T 1:00 O ’CLOCK 


The following articles: 


Dining room table and chairs, rocking chairs, bedsteads, 
carpets, one heating stove, one cook stove, one four-ho!e 
oil stove used only short period of time, dishes, linoleum, 
and other articles too numerous to mention. 
ED G A R N O BLE 


Du5ty Miller, Auctioneer. 
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An Operetta 
Given by Grades 1 to 5 o f Arling to n Scho o l 
In Scho o l Audito rium — 8 :00 P. M. 
Reserve Seats o n Sale at Wicker’s Sto re 
Adults 35c. 
Scho o l Children 25c 
Friday and Saturday 
MARCH 18 and 19 


AVO® UGLY PIMPLES 


A pimply face wilfno t embarrass yo u 
much lo ng er if yo u g et a packag e o f 
Dr. Edwards* Olive Tablets. The skin 
sho uld beg in to clear after yo u have 
taken the tablets a few nig hts. 
Cleanse the blo o d, bo wels and liver 
with Dr. Edwards’ Olive Tablets, the 
successful substitute fo r calo mel; there’s 
no sickness o r pain after taking them. 
Dr. Edwards’ Olive Tablets do that 
which calo mel do es, and just as effec­ 
tively, but their actio n is g entle and 
safe instead o f severe and irritating . 
No o ne who takes Olive Tablets is 
ever cursed with a ‘‘dark bro wn taste,” 
a bad breath, a dull, listless, “no g o o d” 
feeling , co nstipatio n, to rpid liver, bad 
dispo sitio n o r pimply face. 
Olive Tablets'are a purely veg etable 
co mpo und mixed with o live o il; kno w 
them by their o kve co lo r. 
Dr. Edwards spent years amo ng pa­ 
tients afflicted with liver and bo wel 
co mplaints and Olive Tablets are the 
immensely effective result. Takenig htiy 
fo r a week. See ho v much better yo u 
feel and lo o k. 15c, 30c, 60c. 


tic 


Kcv 
T o Health 


M o nks and 
M o nks* 


Rusbviiie Pio neer Chiro practo rs 


Ho urs 10 to 12—2 to 5—7 to 8 


12 3 W e st Third St. 


Co nsultatio n and Spinal Analysis 


Witho ut Charg e o r Oblig atio n 


P H O N E 1974 


11 Years Success in Rushville 


WANT ADS BRETG RESULTS 


T O N IG H T 
- LAST T IM E 


ç-3 


¡I 


>5; y 
KI Í 4 
<4" 


■ 1 


wtM 


j f ß 
M ' 


V'vS /pii 
. 
v fi V® 


Great Mystery Drama 
Co medy 
Sno o kem’s Bug g y Ride’ 


THURSDA Y 
M A TIN E E 
— FRIDAY 
FRID AY 


t m 
f f TUT COUNT 
A M N AMON G MEN. 
¡DOLED AT TUE Gl EL 
— TM CCWJfJtä 'TTN 


Chd d wick Pici’jfö s Co rp o ra tio n 
P 2 i S t N T S 


F q a h z L e u a q 's fe inc us 
C p í s í t t a 


e r 
um 


» 
ÍY 


« à 
è è ù i * J 
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And The Great Serial 
‘H O U SE W IT H O U T A K E Y ’ 


— Bert Muliin spent this 
a fte r­ 
no o n in Indianapo lis. 
Albert Sehriehte was a business 
visito r in Indianapo lis to day. 
— Mrs. M arv Mo o re was a busi­ 
ness visito r in Indianapo lis Tuesday 


— Miss Irene Gerag htv has return­ 
ed to her ho me here fro m Chicag o 
Ilk, w here, she spent a few days o n 
business. 


— Miss Theressa Reardo n has re ­ 
turned to her ho me in Indianapo lis 
after spending 
a few 
days 
here 
with friends and attending 'the fini­ 
rm i o f Airs. C. M. Dug le. 


— Miss Do ro thy Lo g an, a student 
o f Glen Eden ’Co lleg e a t Stamfo rd, 
Co nn., will arrive ho me S aturday to 
spend two weeks with her parents 
Mr. and Mrs. Jesse Lo g an 
o f tlii 
city. Mr. and Airs. Lo g an will meet 
their daug hter at Richmo nd, Ind. 


Citf Nev ft 


r> 


Infa nt Child Burie d 
An infant child o f Air. and Airs. 
Ray Clarkso n, 300 
No rth 
Arthur 
street, was buried this afterno o n in 
East Hill cemetery. 


Ope ra tion for Ga ll Stone s 


Airs. Julia Kuntz, living near ALu- 
nilla, underwent an o peratio n Tues­ 
day mo rning at the M ajo r ho spital 
in Shelbvville fo r g all sto nes. 


Ta k e n To M. E. Hos pita l 
A. W. Wilkinso n, who 
has been 
serio usly ill fo f the 
past 
several 
weeks, has been remo ved fro m the 
Sexto n ho spital 
to the 
Metho dist 
ho spital in Indianapo lis, fo r tre a t­ 
ment. 


sei 
near 
and 


Gra s s Fire Ex tinguis he d 
Burning trash this mo rning 
fire to g rass o n vacant lo ts 
Tenth and 
Geo rg e 
streets, 
threatened to set 
fire 
to 
several 
building s. The fire department was 
summo ned, and the g rass fire 
was 
exting uished 
befo re any damftg e r e ­ 
sulted. 


Re p re se n ts R. H. S. 
Luther A. Lo ckwo o d, principal o f 
the Rushville hig h scho o l, went 
to 
Chicag o Tuesday nig ht to represent 
the lo cal hig h scho o l at the annual 
meeting o f the A^o rth Central 
As­ 
so ciatio n o f Co lleg es and Seco ndary 
Scho o ls. The sessio n 
will co ntinue 
until Saturday nig ht. 
The Rushville 
hig h scho o l is a member o f yie a s ­ 
so ciatio n. 


ARIZONA GOLD STRIKE 


HAILEDASA BONANZA 


Long Be fore Sunris e , Motle y Ca ra ­ 
v a n of Pros pe c tors Sta rt for 
Dropping Springs 


ORE IS FABULOUSLY RICH 


Pho enix, Ariz., Alarch 16— tU.R)-—• 
Lo ng befo re the first rays o f 
sun­ 
lig ht bro ke o ver the mo untain 
to ps 
to day, a mutely caravan o f 
pro s­ 
pecto rs, mining eng ineers and sur­ 
veyo rs started o ver desert ro ads to 
Dro pping Spring s, scene o f Arizo n­ 
a's bo nanza g o ld strike. 
The strike, perhaps richer 
than 
the Weepah, Nev., g o ld 
disco very, 
was anno unced by Jam es B. Girand, 
veteran Pho enix 
mining 
eng ineer 
who displayed o re samples assaying 
as hig h as $100,000 a to n. 
Girand’s sto ry o f the strike 
was 
substantiated by Charles Diehl, 
o f 
the Arizo na assay o ffice, who said 
he had visited the scene and super­ 
vised remo val o f o re samples. 
It: 
was impo ssible to state the 
exact 
extent o f the strike hut a 
m o ther 
lo de with visible surface tracing s 
extending nearly half a mile was re ­ 
po rted by veteran miners. 
Alen versed in g o ld mining 
ex­ 
pressed themselves “ am azed” 
at. 
the samples sho wn by Girand. They 
said the strike was witho ut parallel 
in Arizo na’s histo ry and rivaled a ny­ 
thing ever repo rted in g o ld disco v­ 
ery. 
Daniel MeGravv, g o ldfield 
miner, 
struck the rich o re 
11» days 
ag o . 
Since then o wners have 
been 
en­ 
g ag ed ip pro ving claims, 
o ptio ning 
adjacent land and putting their af- 
airs o n a leg al basis. 
¿‘In my three decades o f 
mining 
experience in Arizo na I have 
seen 
no thing like 
this strike,” 
Girand 
said. “ T have never seen such fabu­ 
lo usly rich o re. 
“ It lo o ked as if the samples 
had 
Oeeii sprinkled with g o ld fibre 
and 
nug g ets. It was almo st 
unbclieva 
ble.” 


IH T M M S CHISH HUD-ON 


Fifte e n Injure d in Whe e ling, W. Va ., 
Collis ion Ca us e d by Fog 


TWO DEMURRERS TILER 


Wheeling , W. Ya., March 16—(U.R) 
— Fifteen perso ns were injured when 
two Wheeling -Wellsburg 
interurban 
cars crashed head-o n near Po wer, 
W. Ya., five miles fro m 
Wellsburg , 
to day. Heavy fo g was blamed 
fo r 
the accident. 
Charles Lewis, 43, neg ro , Dayto n, 
O., suffered a fractured skull, 
and 
Elmer Flaherty, 
<54, 
Whellsburg , 
suffered internal injuries. Thirteen 
o ther perso ns were remo ved to their 
ho mes a fte r 
their 
injuries 
were 
treated at the Ohio Valley g eneral 
ho spital here. 


13 Hurt in Bus 
Cra s h 
Gary, Ind., Afarch 16— (U.R)— Thir­ 
teen perso ns were reco vering 
to day 
fro m injuries suffered last nig ht 
in 
a head-o n co llisio n 
between 
two 
sho rt line mo to r co aches 
between 
Gary and Hammo nd. 
Three o f the injured were 
taken 
to St. Alarg arets ho spital in H am ­ 
mo nd fo r treatm ent. Mo sT o f 
tho se 
injured were cut by flying g lass 
o r 
bruised by being 
hurled 
ag ainst + 
seats by the fo rce o f the co llisio n. 
Tin* fo rce o f the impact shattered 
the windo ws o f bo th co aches, 
to re 
many o f the seats lo o se, and caved 
in the eng ine o f o ne o f the co aches. 


SCOPE OF SAPIRO-FORD 


LIBEL 5 0 0 UNFOLDED 


Willia m H. Ga lla ghe r, Attorne y 
for 


Pla intiff, Te lls His tory of Co-op­ 
e ra tiv e Ma rk e ting 


Cons titutiona lity 
of 
Impe a c hme nt 
Ac tion Ra is e d by Attorne y Ge n­ 
e ra l a nd De a rth’s Attorne y 


N9 HEARING THIS WEEK 


GIVES IT STATE BY STATE 


Ma nilla Ma n’s Le g Amputa te d 
Jam es Curso n, o f Alanilla, under­ 
went an o peratio n at the M ajo r ho s­ 
pital in Shelbvville Tuesday m o rn­ 
ing , fo r the amputatio n o f his 
rig ht 
leg , belo w the knee. Air. Curso n was 
injured recently in Lo uisville, Ky., 
when he was run o ver by an auto ­ 
mo bile. His lo g was bro ken and 
the 
break wo uld no t 
heal 
pro perly, 
which required the amputatio n 
o f 
the leg . 


Ne w Strik e in 
Ne v a da 
To no pah, Nev., Alareh 16—<U.R)— 
The g o ld lure becko ned to day 
to 
larrel Spring s, fo ur and 
o ne-half 
miles fro m Weepah, as a new strike 
•rept into pro minence. 
The vein which Wes W atso n vet- 
■ran “ desert r a t ,” 
unco vered 
at 
>arro l Spring s Wednesday and so ld 
yesterday to Edward J. Ro berts 
o f 
San Francisco and Ho mer Black fo r 
0,000 ho lds pro spects almo st 
as 
brig ht as the Wee]» ah Bo nanza, min­ 
ers declared. 
l' 
Tlip vein is 40 feet wide with 
a 
five-fo o t width o f o re, sho wing 
an 
averag e assay o f $78 per to n g o ld. 
On the o ne side o f the strike dig ­ 
g ing s the ro cks fairly 
g listen 
in 
places with g o ld, while selected spe­ 
cimens are estimated to run as hig h 
as $5,000 per to n. 
The vein already has been traced 
fo r 4,50 0 feet, the new o wners said. 


Fa mily Qua rte t to Appe a r 
The Flo yd Family quartet 
will 
g ive a pro g ram at the Wesley M. E. 
church Friday evening , it was 
a n­ 
no unced to day. The quartet is co m­ 
po sed o f a mo ther and three daug h­ 
ters, and the perso nnel is as 
fo l­ 
lo ws: Airs. Gertrude Flo yd, 
basso ; 
Miss Afarv Flo vd, first teno r; Miss 
Mabel Flo vd barito ne; and Aliss J ul­ 
ia JFTo yd, seco nd teno r. The public 
is invited to hear tlie pro g ram. 


DAMAGE SUIT TO BE 
RECEIVED TONIGHT 


Cha nte r. Counc il Ins pe c tion 
The annual inspectio n 
o f Rush 
Chapter, No t. 24, Ro yal Arch Alas- 
o ns, and Rushville Co uncil No . 41, 
Ro yal and Select Aiasters, will take 
place Thursday evening . Co uncil de­ 
crees will be co nferred beg inning at 
5:00 p. m., dinner at 6:30 p. m ^and 
AL F. Af. deg ree at 7 :30 p. m. All so ­ 
jo urning co mpanio ns as well as r e ­ 
sident members are (co rdially 
and 
fraternally invited to be present. 


CLAIMS SHOOTING ACCIDENT 


Bro o klyn. N. Y., March 16—(U.R)— 
Thro e yo uths in their “ teens were 
under arrest 
to day 
in co nnectio n 
with The slaying o f Anna L. Harris, 
1 6 who was fo und dead in her mo ­ 
ther’s ho me Mo nday. W alter Go ld­ 
berg , 18 , next do o r neiirhbo r o f the 
Harrises, was fo rmally charg ed with 
the slaving , altho ug h he said the g irl 
•accidentally sho t he'rseïf ps / he 
scuffled with her fo r po ssessio n o f 
a pisto l. 


F r o m 
P a g e 
O 
n e 


With the atto rneys being allo wed 
three ho urs fo r their arg uments, and 
with the instructio ns o f the co urt 
to fo llo w, the ease was expected 
to 
be g iven to the jury a t five 
o ’clo ck 
this afterno o n. 


Amo ng the new business in co urt 
to day was the g ranting o f a chang e 
o f venue in a case, in which 
Clar­ 
ence Pea is plaintiff °nd TIarrv 
C. 
Garland, defendant. The actio n 
in­ 
vo lves a suit fo r labo r 
do ne 
and 
equipment furnished, in 
co nnectio n 
with tin* building o f sidewalks 
in 
Rushville. The defendant filed 
the 
mo tio n fo r a chang e, and tlie 
ease 
lias been sent to Franklin co unty 
fo r trial. 


Judg ment by default lias 
been 
g ranted W alter F. Smith 
ag ainst 
Lena Aliller, o n a suit to co llect o n a 
no te. The judg ment is fo r 
$206.9 0 
and co sts, and a chattel mo rtg ag e is 
o rdered fo reclo sed to satisfy 
the 
co urt judg ment. 
The ease o f Geo rg e Bever ag ainst 
the estate o f 
Tho mas 
Bever, 
a 
claim amo unting to $500, has been 
dismissed by 
plaintiff. 


Co urt Ro o m, Detro it, March 16-*- 
(U.R)— The vast g eo g raphical sco pe o f 
the Fo rd-Sapiro libel case was 
un­ 
fo lded to the jury to day. 
William Henry Gallag her, 
chief 
co unsel fo r Aaro n Sapiro , who 
is 
suing llenrv Fo rd fo r a millio n do l­ 
lars, to ld the histo ry o f co -o perative 
marketing state by state and denied 
th at Aaro n Sapiro directed the var­ 
io us asso ciatio ns fo r his o wn bene­ 
fit o r fo r the pro fit o f 
an 
alleg ed 
Jewish ring . 
Gallag her made it clear that be­ 
fo re he is thro ug h the jury will hear 
the histo ry o f co -o perative m arket­ 
ing in nearly every state in the un­ 
io n. 
The I. W. W. tro ubles in the 
P a ­ 
cific no rthwest were described 
with 
a vehement pffer to dispro ve charg ­ 
es that Sapiro directly o r indirectly 
fo stered such radicalism. 
Sen. Jam es A. Reed o f 
the 
de­ 
fense co unsel o bjected to the refer­ 
ence to Fo rd’s 
anti-semitic 
ideas 
during Gallag her’s statement. 
The 
co urt sustained Reed and Fo rd had 
wo n the first clash 
o ver 
whether 
Jewry is an issue. 


Gallag her appro ached the 
issue 
fro m ano ther side. 
“ We will sho w 
yo u 
Air. 
Fo rd 
charg ed a ‘band o f Jew s’ sent 
o ut 
o ne o f their peo ple 
to 
hand 
the 
farm ers 
to g ether 
in 
co -o perative 
asso ciatio ns and place them under 
the do minatio n o f this internatio nal 
bo dy o f Jew s.” 


The statement 
passed 
witho ut 
challeng e. 
L ater Senato r Reed o bjected 
to 
references to “ Mr. Sapiro and 
his 
peo ple,” and the co urt o rdered 
re ­ 
ferences to “ his peo ple” 
stricken 
o ut, ano ther whittling away o f 
the 
cial issue in the case. 


Indianapcflis, 
Alarch 
16— (U.R)— 
Two demurrers were o n file to day in 
the Alario n co unty circuit co urt 
to 
the-petitio n 
fo r a m andamus 
fo r 
remo fval o f Judg e Clarence Dearth 
o f Aluncie while he is awaiting im­ 
peachment trial 
befo re 
the 
state 
senate. 
A tto rney g eneral Gillio m filed 
a 
dem urrer o n behalf 
o f 
Go verno r 
Jackso n inw Inch he raised num er­ 
o us leg al po ints in suppo rt o f his 
previo us o pinio n that the impeach­ 
ment actio n was unco nstitutio nal. 
The seco nd 
demurrer, 
filed 
by 
Frederick Van Nuys, 
atto rney fo r 
Judg e Dearth, also raised the issu<* 
o f co nstitutio nality o f the impeach­ 
ment actio n. 
The mandamus suit, reg arded 
as 
a mo ve by Dearth’s friends to s e ­ 
cure an 
early shfbwdo wn in 
co urt 
o n the leg islature’s po wer 
o f im­ 
peachment, -seeks a writ to co mpel 
the g o verno r to . make 
a tempo rary 
appo intment to the Delaware co unty 
bench while the impeachment case is 
pending . 
Go verno r Jaiekso n 
waived 
any 
questio n as to the 
rig ht 
to bring 
mandamus actio n ag ainst 
him and 
the demurrer o f Gillio m bro ug ht the 
issue o f co nstifuticfaiality 
to the 
fro nt. 
Actio n o n the suit in the Mario n 
co unty co urt is no t anticipated until 
after* the senate 
beg ins 
the im­ 
peachment hearing o f Dearth. The 
hearing is scheduled to start 
next 
Mo nday afterno o n. 
Judg e H arry Chamberlain o f the 
Mario n co unty co urt said it wo uld 
be impo ssible to hear the uuindnmus 
suit this week. 
Ralph Kane, Indianapo lis 
a tto r­ 
ney 
who 
urg ed 
impeachment 
o f 
Judg e Dearth in a hearing held be­ 
fo re a ho use co mmittee o f the leg ­ 
islature, advanced the o pinio n that 
any m andamus actio n ag ainst 
the 
g o verno r is illeg al. 
lie asserted the g o verno r has 
autho rity to waive the questio n 
leg ality o f a mandamus suit. 
Lewis Bo wman, state audito r 
dieated to day he wo uld 
refuse 
pay expenses o r salaries fo r 
senate impeachment sessio n. 
Altho ug h pro visio n was made 
the appro priatio n bill passed by 
leg islature fo r the co sts o f the 
peachment sessio n, atto rney g eneral 
Gillio m held that clause o f tin* bill 
was unco nstitutio nal. 


no 
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to 
the 
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EHOAMPMEWT AT OflRYIH JUNE 


Orde rs Is s ue d to 2 ,003 Me mbe rs of 
India na De pa rtme nt, G. A. R. 


FOUR DIE IN EXPLOSION 
Shamro ck, Texas, Alarch 16—(U.R) 
— Fo ur men were killed here to day in 
an explo sio n in the g as abso rptio n 
plant o f the Co lumbian g as 
co m­ 
pany. The dead: Laso n Chance, 24; 
AAr. Alelto n, 3 0 ; Ro bert Griffith, 3 1; 
Ja ck To dd, 2 9 . 


Sla y s Hus ba nd, Re le a s e d 
To Ca re For He r 3 Childre n 


W ashing to n, 
M arch 
16—(U.R) — 
Mrs. Annie 
Susan 
Edwards, 
32, 
Cleveland, 
was released fro m cus­ 
to dy to day, an ho ur after she had 
sho t and killed h e r ’husband, 
Jo hn 
O rato r Edwards, 36. Co ro ner Ro g ers 
o rdered her freed so she co uld care 
fo r her three small children, o ne o f 
who m witnessed the slaying . 
Mrs. Edw ards sho t her husband af 
ter he had struck her with a heavy 
wrench, she to ld autho rities. 


ASSUMES RECEIVERSHIP 


Peru, Ind., M arch 
16— (U.R)— The 
First Natio nal bank here to day a s ­ 
sumed receivership duties fo r 
the 
First State Bank 
o f 
Bunker 
Hjll 
which clo sed fo llo wing the suicide o f 
the ca shier la st week. 


Indianapo lis, 
Alarch 
16—(U.R)— 
Orders were issued to 2,003 members 
o f the Indiana department, 
g rand 
arm y o f the republic, 
to day 
a n­ 
no uncing the fo rty-eig hth annual en­ 
campment to be held at Gary June 
13-16. 
Allied o rg anizatio ns which 
will 
meet in co njunctio n with 
the 
en­ 
campment are the Wo men’s 
Relief 
Co rps, the Ladies o f the G. A. 
R., 
the So ns o f 
Veterans 
Auxiliary, 
the Daug hters o f Veterans and 
the 
So ns o f Veterans. 
The headquarters train will leave 
Indianapo lis at no o n o n 
Mo nday, 
June 15, fo r the Gary encampment. 


CHOSE DEATH TO SEPARATION 
To peka, Kas., March 
16—(U.R)— 
R ather than face a separatio n ne­ 
cessitated ‘by the illness o f the wife, 
a middle-ag ed co uple 
here 
cho se 
death. Airs. Fran C. Co vell had been 
ill fo r mo nths and it was feared she 
wo uld live o nly a sho rt time lo ng er. 
Co vell entered the ho spital yester­ 
day, a fte r writing his wife a letter,' 
sho t the wo man thro ug h the head 
as she lay in a bed and then co m­ 
mitted suicide. 


POISONED 2 
CHILDREN 
Salt Lake City, Utah, M arch 16— 
(U.R)— Airs. Bernhardt Peterso n was 
held in the co unty jail to day 
while 
autho rities investig ated her 
sto ry 
th at a lo ver had urg ed her to po i­ 
so n her family so she co uld 
elo pe 
with 
him. Two children, o ne 
her 
two -year-o ld so n and a mo therless 
baby o f 18 mo nths who m 
she was* 
rearing , died a fte r eating fo o d which 
po lice sa y ha d been trea ted 
with 
stry chnine. 


P R I N C E S S 


T O N IG H T AND TH U RSD A Y — M A T IN E E TH U RSD A Y 


Two Big La ug h Da y s 


J 


Presented by 
Harry Lang do n 
Co rpo ratio n 


Directed by 
Harry Edwards 


Yo u’ll laug h, laug h, 
laug h; 
yo u’ll ho wl, 
ho wl, 
ho wl; 
yo u’ll 
yell, yell, yell. 


IT ’S GREAT 


Sto ry by Frank Capra, Tim Whalen, Hal Co nklin, Jr., 
J. Frank Ho lliday, Gerald Duffy and Murray Ro th 


FIR S T N A TIO N A L PIC T U R E 


NEWS 
FORD aid GLENN 


FRIDAY, MARCH 25 — Seats No w Selling 


-a quick chang e 


—an emerg ency arises 


-it's a g o lden o ppo rtunity 


-with an added respo nsibility 


-the questio n arises — are yo u ready 


-answered yes . . . with a bank acco unt. 


—have yo ur answer ready 
with an acco unt at this 
real ho me fo lks bank . . . . 


TH E AMERICAN NATIONAL BANK 
Rushville, Indiana 


Helpers o f Planners” 


Trusses — Abdo minal Suppo rts — Sho ulder Braces 


Expert Fitting 
Harg ro ve & Bo wn 


Ho me o f Dru g s 


FRED A. CALDWELL 
FURNITURE 
Pho ne JL051—12 3 1 
UNDERTAKING 
12 2 E. Seco nd 
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THE MAN WHO MARRIED A WIDOW 


Office: 
2 1 9 - 2 2 5 
.North 
P e r k i n s S t r e e t 
R U S H V I L L K , I N D I A N A s 


P u b l i s h e d D aily E x c e p t S u n d a y by 
T H E 
R L P U B L I C A N C O M P A N Y 


th e 
R u sh v ille , 
Ind., 
P o s t - 
i Sev ond-C la ^s M atte r. 
5aY " h e llo * 


1 5 VoO Z NEW 
VAPA .CHILPPEH 


E n t e r e d 
a t 
i 
office as 


i: ii S C R I P T ION R A T E S 
In City, by C a r r i e r 
One Week 
13 W eeks, 
One Year, 


Synthetic Education 
Tic* ' ro p h ecv t h a t som e d a y 
e v ­ 
ery! liinjr will be served to m a n k in d 
o u t o f a mail b a g n e v e r seem ed so 
n e a r realization 
until tin* 
c o r r e s ­ 
p o n d e n c e c o u rse b e g a n to m a k e its 
bid f o r p o p u l a r fa v o r. T here 
were 
th o se who imagined th e re w as n o t h ­ 
ing new u n d e r tin* sun until the c o r ­ 
r e sp o n d e n c e school began to thrive, 
; nd then new o n e s s p r a n g u p 
over 


n 
ht. 
Now a sy n th e tic liberal a r t s e d u ­ 
cation is little s h o r t 
ol 
p o ss ip b * . 
C o r r e sp o n d e n c e 
d e tectiv es 
were 
o nce the b a d g e ot a c o r r e s p o n d e n c e 
school but now they h av e com e up in 
the world. The s e a r c h e r a l t e r k n o w ­ 
ledge c a n learn to be an 
engineer, 
linguist, a c c o u n t a n t , law yer, o r a t o r , 
a u t h o r , m usician, a r t is t o r 
well, all 
t h a t ’s n e c e s s a r y is to n a m e 
y o u r 
favorite “ p r o f e s s i o n ” a n d pre sto , it 


is y o u rs. 
E d u c a tio n a n d “ higher 
t r a in in g 
a r e not the only th in g s th a t m a y he 
o b tained via 
the p o sta g e 
s ta m p . 
M ore re c e n tly f o l k s 
were 
offered 
long life a n d p erfe c t he a lth in twelve 
e a s y e x ercises ta k e n to the r y t h m of 
a p h o n o g r a p h record. “ Diet 
c o u rse s 
a r e likewise a v ailab le 
an d find 
a 
r e a d y m a r k e t du e 
to the 
pre se n t 
te n d e n c y in this direction. 
\ c o r r e s p o n d e n c e school a c c o u n t ­ 
a n t h a s figured t h a t the iiund er of 
Culture mail c o u rse s now being a d ­ 
v ertised in c u r r e n t p erio dicals indi­ 
c a te s 
t h a t one person m u st 
h av e 
been tin* a u t h o r of, two o r 
three 
courses: 
Hut w hv not ed u c a tio n , health and 
c u ltu re in s y n th e tic form , it 
s y n ­ 
th etic food is the A m e r ic a n d ie t? 


These big payrolls 
promote prosperity 


TELEPHONES 


Advertising. Job Work 


Editorial, News, Society 
Prosperity depends on the purchasing power of the 
people, and purchasing power is measured by pay­ 
rolls. 
The B ig F ou r R ou te in 1926 put into its pay en­ 
velopes forty million, two hundred and forty-six 
thousand, nine hundred and sixty four dollars. That 
represented 39.9 cents out of every dollar received. 


In addition, the Big Four expended more than 
thirty-two million dollars for new equipment, fuel, 
materials and supplies, and a large proportion of this 
money went into the payrolls of the industries from 
which these things were bought. 


The importance of the B ig F ou r as a contributor to 
the purchasing power and prosperity of the territory 
it serves parallels its importance as a public carrier. 


BIBLE THOUGHT 
— FOR TODAY — 


»'hi* 
rhooRTit» m em ortJO . wID p r o n I 
Qrieelaso h « rit](e ’D %rt*r 
biTÎMHHMÆÏiïT' nil 


V goof 


rom 


The Dearth Smoke Screen 
W A S H IN G T O N ;! 


L E T T E R 
'¿ M 
FREEDOM FOR THE LADIES 
Mme. Lenine says Russia is the 
only country in the world where 
women really are emancipated. 
Maybe the men open the cans for 
them over there. . 
Doesn’t she 
realize 
that 
every 
woman 
in 
America today has her own Diet? 
. . . An eastern writer says some 
of the finest dishes used to be 
coolqpd in paper bags. Now they’re 
carried home in paper hags and 
ready 
to 
eat 
when 
the 
bag’s 
opened. . . . An Indiana man is 
suing for divorce because his wife 
cooked only one meal for him in 
their two weeks of married life. 
Maybe lie’s „better off than he 
thinks. . . . Two Chicago women 
plead thht the drudgery of house­ 
keeping be abolished. 
The*»’s a 
fortune in it for the man who in­ 
vents a can opener that runs by 
motor. 


BY RODNEY DITCHER 
M IA S erv ic e W r ite r 
'Y^ASHINGTON— Nearly all our 
congressional lawmakers have 
hied themselves away to rest from 
their labors, but there is 110 let-up 
for Washington’s alibi squad. 
The alibi squad is the secreta­ 
rial corps remaining I11 the Sen­ 
ate and House office buildings. 
The hoys and girls were fright­ 
fully busy all through the session, 
answering constituents and others 
who sought to sway votes for some 
bill or other with the reassuring 
assertion that the senator or con­ 
gressman was studying the meas­ 
ure carefully with the best inter­ 
ests of the home folks ever in 
mind. 
- 
Theoretically, they would have 
a chance to stop for breath follow­ 
ing the lamented demise of that 
last Congress, but actually they 
have enjoyed nothing of the sort. 
W hat happened was that the 
senators and congressmen went 
away and left the secretaries to 
do the explaining. 
Under the cir­ 
cumstances attending the.wind-up 
of tlie nation’s affairs on March 4 , 
there are plenty of explanations to 
make. 
The mail bags that once con­ 
tained requests and recommenda­ 
tions tor legislation are now filled 
with inquiries as to what hap­ 
pened to this bill and that bill 
and if not, what the heck? 


^ O M E of the northwestern states 
^ 
know perfectly well what hap­ 
pened to the McNary-Haugen bill, 
but many of their citizens are 
writing to learn what became of 
the Norbeck seed-grain loan bill 
for benefit of drought-stricken re­ 
gions. 
The mix-up is due to the 
fact that Congress voted to appro­ 
priate. and then didn’t appropri­ 
ate, the appropriation being lost 
when the deficiency bill was fili­ 
bustered to death. 
Numerous other appropriations 
similarly failed of provision and 
pensioners and other beneficiaries 
are 
frantically 
communicating 
with their representatives to find 
out where they stand. 
All depart­ 
ments of government were more 
or less affected by the filibuster, 
and what makes the alibi squad’s 
work so tough is that, in many in­ 
stances, 
the departments don’t 
know' just how they’re going to 
operate In the particular respect 
which the deficiency bill would 
have covered. 
The first clays of 
figuring were rather chaotic. 
It appears that the folks back 
home lose track of nearly every­ 
thing that goes on here in the last 
few days of a session, and then 
depend on the senatorial and con­ 
gressional offices to give them a 
fill-in. 
A surprising number of 
queries is being received regard­ 
ing the fate of the postal rate re­ 
duction bill, which was passed in 
“different form by both houses and 
died because the conference re­ 
port was only made at the last 
moment. 


litri. Kan 


natine 


* -■ M otor car types com e and go, 
just as m otor cars do «■ 
* 
* But the 
grace and distinction which character­ 
ize Buick always stay in style «• * - They 
never become commonplace - - - The 
reason is, that Buick style is sincere, 
and expressive of the quality that is 
in the car - - - Buick owners never are 
asked to buy a car of exaggerated de­ 
sign, w ith lines w h ich m ig h t b e ­ 
come distasteful to the eye - - - Buy a 
Buick! - - - And you w ill always be 
proud of your car 


Today’s 
headline 
that 
you’ll 
never 
see: 
PASTORA 
PASS 
PLATE FOR FUND TO BUY SIN­ 
CLAIR LEWIS GOLD WATCH. 


upon 


Two girls intrbduced as “busi­ 
ness girls” to John D. Rockefeller 
were presented with shimmering 
dimes. 
They’re 
good 
business 
girls. 
m 
* 
m 
A New York judge decided that 
two drinks do not make every 
man drunk. "The tjoroner can tell 
yon about some of the others. 
* 
* 
* 
Men are better than women at 
the question-answer game that is 
so popular these days, says a Chi­ 
cago professor. But just ask some 
father what to do when the baby 
swallows a button. 
(C opyright, 1927, N E A Service, Inc.) 


ex b e c o m e p o 


ou se 
o 


F I F T E E N 
Y E A R S 
A G O 
T O D A Y 


V A L V E - I N - H E A D 
MANILLA 


From Daily 
IveptiblieHn * 
S a t u r d a y , M a rc h Ph lfiTJ 
Tin* 
lioosevelt 
c ontingent 
w a s 
whipped in tin* b’lishville R epublican 
«convention in the court , house 
a s ­ 
sem ble room l ast night. 
I he 
l a i t 
d e le g a te s to the s t a t e a n d eoiigres 
hional co n v e n tio n s 
were elected by 
good s a t e m a jo rities. 
Let* lie th e r f o r d a n d J o h n K. Bit 
n e r were d riv in g dow n tow n 
a t t e r 
school, sa y * the C a r t h a g e 
Citizen, 
an d a s they c r o s s e d W a ln u t str e e t 
at its i n t e r s e c t ion with First street 
the ho rse frig h te n e d 
at 
snow balls 
said to 
have 
been th ro w n by high 
sejiool hoys a n d r a n to Main s t r e e t 
where the buggy w as p itc h e d a g a i n s t 
a telephone 
pole 
a n d 
ov e rtu rn e d . 
T he hoys were th ro w n out a n d the 
K c th e rfo rd hoy was d r a g g e d a few 
feet, 
hut n eith e r w as serio u sly in ­ 
jured. 
The local high school b a sk e t 
hall 
te a m was a g a in d e fe a te d last night 
ii\ ConnersviLJe, the seem 1 being J i 


Miss \ olnn 
( lingm an 
w a s 
m e 
guest o f Miss Opal S to u tt S u n d a y . 
Mr. ’ami Mrs. Clem P e r k in s an d 
familv of Rushville, Mr. a n d Mrs. L. 
F. Lowe a n d Helen a n d Inez B a k e r 
were the g u e sts ot Mr. a n d Mrs. S. 
\ . Lowe S u n d a y . 
Mr. 
an d Mrs. Sm ith of Indiana 
polis were g u e s t s ot 
Mr. a n d 
Mrs. 
W illard C o e k r a n S u n d a y . 
B ry a n 
S ta n d if o r d 
h a s 
heen 
sp e n d in g a lew d a y s at his 
home 
lien*, being railed on a c c o u n t of the 
d e a t h of a relative. 
Mr. a n d Mrs. J o h n 
lvuntz 
were 
v isito rs in Shelhy \ ille S u n d a y . 
Mrs. Alonzo Sh e e d y h a s been 
ill 
a t her home h ere f o r the p a s t 
few 
d ays. 


Mrs. Lewis Boo her, d a u g h t e r 
of 
I. S. Gullv, 
h a s 
r e tu r n e d 
to her 
hom e at M ontniorenci, a f t e r s p e n d ­ 
ing a few weeks here. 
Mrs. F. E. Lowe 
lias 
re tu rn e d 
hom e a l t e r s ta y i n g - w it h her «laugh 
ter. Mrs. J. C. A lp h a of Shelhvvillc 


.THINGS WOK i l l 
KNOWING 


d a y s w 
S to u tt. 
RUTCK XCTT.L BtTLD THEM 
WITFN B,"TTER A T 
vOBIT.FS ARF BUIT.T 


M OTO R CARS 
A JJ-I5 
U. S. AIR BGMBERS AID 
G a z e tte Vofhes from the word Ga 
ze tta , a small \ enitian c o r n 
w h i c h 
w as the price ol the first n e w sp a p e r. 
11 enee, it h a s come to mean a news 
patper, 
«'special! \ 
an 
ollieial 
rtews- 
paper. The first g a z e tte in Fnglam l 
w a s published in I (>”).">. T h e re is now 
the L ondon G azette, F d iu b u r g 
Ga 
zette an d Dublin G azette, all ollieial 
news] >a | »ers. 
If Every Woman Realized 
in N o rth M ain s tr e e t w as a very e n ­ 
jo y a b le a ffa ir an d the minstrel sh o w 
m a d e a decided “ h i t . ” T he e a s t in- 
eiuded the 
following: 
the 
Misses 
J e a n Bishop, Lucy 
P osev, 
N o rm a 
Smith, M a r th a llo g se tt an d S u a n n a 
S e x to n a n d G e o rg e 
llo g se tt, 
Carl 
G u nn in g , Biffi Hum es, E arl 
O sborn 
an d Weldon B raun. 


For Colds, 
Grip, In flu 
enza 
Sai 


a n d a s a 
f J y 
P r e v e n tiv e 


T a k c '® ^ E p ' 
J^Laxative 
ÍBromo I 
Y Quinine 
vK. 
tablets jF 


Sore Throat 
much her husband would like home 
made bread, made from 
now 
Pride o f th e 
V alley Flour 


W a r n e >«■ ’ armieliacl ol I lanimoiul 
will a r r iv e this evening 
to he 
the 
guest of his m o th er, Mrs. J. R. C a r ­ 
m ichael a n d o th e r relatives. 


Mrs. 
Newton 
W est 
o f 
Toledo, 
Ohio, is the guest of her sister, Mr-. 
Fa n n ie Studv a n d Mrs. M a r y T h o ­ 
m a s a t their home in N o rth H a rriso n 
street. 


She would serve it every day 
«ailed Tboxine wor 
.Mr. ami M r s . 
S u n d a y with Mr 
Warfield. 
flour G a most healthful food; it con- 
all the parts that nature gave it and 
is without artificial bleaching. 
Mrs. 
J o h n 
P. f razee 
leLt this 
morning f o r Jacksonville. 111.,' f o r 
a 
visit with h e r d a u g h te r , M i s s F i a n ­ 


c e s F r a z e r , who is a t te n d in g (college 


t here. 
Mi s s 
Nel l i e \\ insliip 
e n te r ta in e d 
the E m b r o id e r y el uh at her home in 
iml Wilson 
a n d 
E a s t F itti/ s t reet 
t h i s a f te r n o o n . 
T h e e n t e r t a i n m e n t given last eveti- 


— A d » e r tise m e n t ing a t the hom e of J o h n ¿ r a 2.ee, Jr., 


5 row n 
king a b o u t 


•h loro form, 
ife, p l e a s , 
f within I d 
>f)r.. 
(»Me., 


Try It an/I Taste the Taste 
Long porious illness and'complications 
often follow Colds, Grip and Intîuenza. 
Guard your health against this danger. 
Price 30c. 
The box bears this signature 
& .yF & ro vt, 
-----------Since 1889---------- 


Evansville 
F r a n c is J o s e p h Reitz, 
local p hila n th ro p ist, h a s d o n a te d a 
parish house to the St. C lem ents Ca 
tholie c h u r c h 
at Boonville, 
h u h , *il 
.\da a n n o u n c e d here. 


T he seiner girls d e f e a te d the juti 
ior girls in 
a g a m e 
« » t basketbai 
F r i d a y m * h t. 
I he so p h o m o r e to> 


WEDNESDAY, MARCH 16, 1927 
AD PHONE 2111 
THE DAILY REPUBLICAN. RUSHVILLE. IND. 
AD PHOÇŒ 2111 
PAGE FIVE 
WINTER 
SPORTS 


LAST PLACE TEAM 


Opinion, 
Expert 
and 
Otherwise, 
Agreed on Philadelphia 
Phillies 
And Boston Red 
Sox 


Mat Manager 


* m m 
t 
Ì 
$• V 
V 


GU ESS W ORK PIC K IN G 
CHAM P 


With Few 
Exceptions, 
Predictions 


Were Mites c*f Target in 
1926— 
Some of The 
“ Guesses" 


By HENRY L. FARRELL 
i i . 
.stall C o r r e s p o n d e n t ! 
New York, 
March 
10—<U.R)— In 
this open season tor ]>ieking ja*n- 
riauf winners, ncarh every team 
in 
the m ajor leagues 
is being 
given 
some kind of elm nee. 
Opinion, expert and otherwise, is 
divided on all 
(dubs 
except 
the 
i*hiladelpliia Phillies and the Boston 
Ked Sox. They are unanimous choi­ 
ces tor last place. 
Picking pennant winners when the 
training season is just half finished 
is a hazard 
for reputations 
and 
pocketbooks. With 
few exceptions, 
the predictions of the experts were 
miles off the target in 1926. 
Miller Huggins, manager of 
the 
Yankees, who never has been firmed 


¡1 s an orator or a disciple 
of opti­ 
mism, isn't claiming another 
pen­ 
nant. 
“ The Athletics and tin* 
Senators 
are very good ball clubs and 1 don’t 


Here’s the only woman wrestling 
promoter. 
She is Mrs. Tom Law, 
of 
W ichita, 
Kas., 
who 
stages 
shows in that town with her hus­ 
band and by herself when he is 
not around. 


n a r r o w s 
; ; ; 


National A. A. 
U., 
Play 
Enters 


Fourth Round at Kansas City 


dub 
will 
do 
this ! j. 
know what my 
y e a r,“ he said. 


There are others, however, luck­ 
ing the pennant for Huggins, 
best 
known of whom are Babe Ruth and 
Jack Hendricks, m anager 
of 
the 
Cincinnati Reds, who in the 
same 
voice puts in .a boost fo r himself. 
“ The Yankees will win the Ameri­ 
can League pennant *i?id we’ve got 
only Pittsburgh to beat to 
win 
in 
the National league,” he said. 
Hendricks expressed the 
opinion 
that the Giants wheren't to be fig­ 
ured at ¿ill but many critics 
think 
tin* Giants can 't miss. 
Rogers Hornsby, 
who 
managed 
the Cards into a world's champion­ 
ship last year and who is now play­ 
ing second base for tin* Giants, picks 
his now (dub as ¿i cinch. 
“ The Cards are a one-year club,” 
he said. 
Prank Frisch, who changed posi­ 
tions and (dubs with Hornsby, is just 
as positive that the Cardinals 
will 
he in another world series. 
George Kelly, who was traded by 
the Giants to the Reds, figures 
the 
Cincinnati club is a sure thing 
¿md 
quoted the opinion of lleinie Groh 
to tin* same effect. 
W alter Johnson, veteran W ashing­ 
ton pitcher, thinks the Senators will 
beat out the Athletics for the pen­ 
nant and that 
Detroit 
will 
finish 
ahead of the Yankees. 
Ty Cobb said when he signed with 
( oniiio Mack that he did so because 
he wanted to join a club th at 
was 
going to be in the world series. 


FOR M ID W EST 
C H A M P IO N SH IP 
< liiiin|>«iign. III., March lb 
(U.R> 
in a 
\ olIcy ball contest for d m m- 
pionship of the middlewest teams of 
the port Wayne, Ind., and the Hyde 
Park, Chicago, Y. M. C. A., will ta n ­ 
gle here Saturday afternoon. Ilydc 
P a rk -claims Inched honor s for II 
linois, Iowa and 
Wisconsin. 
Port 
Wayne lavs similar claim 
to 
the 
championship wreaths' 
of Indiana« 
Michigan and Ohio. They will play 
¿it the University of Illinois gym. 


T IL D E N IN 
COMEBACK 
Ortega, Fla., 
March 
l b —(tf.F?) -- 
William T. Tilden, America’s ran k ­ 
ing tennis play, .showed ¿i return 
to 
form 
in the 
southeastern 
tennis 
championship 
when 
he 
swept 
through the quarter final rounds in 
love sets. Tilden defeated Janies M. 
Lew in of Kansas City and William 
B arrett of Shreveport, La. 


O FFERED R IC K A R D 
CONTRACT 
New 
York, 
March 
lb —<U.P) 
Mushx Callahan, California 
junior 
•welterweight, who niade ln> 
debut 
with a two round knockout of Andv 
Pivodi has 
-(‘(‘n offered 
a 
con­ 
tract by Tex Rickard for three more 
a ppearam-e? 
cept. 


K ansas City, Mo., March lb —<U.R' 
Continuing the exhibition of bas­ 
ket shooting from any and ¿ill a n ­ 
gles, the teams in the national A. A. 


P., basketball 
tournam ent 
entered 


the fourth round today, 
with 
eight 
games scheduled fo r the hill. 


The teams ¿ire reaching the even­ 
ly matched stage now and there 
is 
promised some excellent shows for 
the ever-increasing number of spec­ 
tators at the meet. 
It would be difficult 
to piek 
the 
“ c la ss” of the meet, but of the six­ 
teen team s 
left, 
followers 
of the 
court game here list 
the 
probable 
semi-finalists among 
these: 
Hill- 
vards, 'St. Joseph, Mo., X. C. A. C., 
Monons, Lafayette, Ind., Ke-Nash-A 
¿»ml Evansville, Ind., college. 
Todays’ schedule starts ¿it 2 
p. 
m., 
with Phillips P., Fnid, 
Ükl¿i., 
and Evansville college staging 
the 
opener. 


Denatured Alcohol 
Will Be Drinkable 
But W ithout Poisoning 


By JO SEPH S. WASNEY 
(U. P. Staff Correspondent) 
Washington, 
M arch 
lb— (Li.R)— 
“ Crankcase cocktails” will be 
\ir 
tuaily the only kind of liquor 
boot­ 
leggers can supply after April 
1, 
federal prohibition authorities said 
today. 
On that date the new denaturing 
alcohol formula goes into effect sub­ 
stituting aldehol Tor pyridine. This 
change takes out a deadly poison 
ous tluid but inserts a liquid that is 
absolutely undrinkable, it was s ta t­ 
ed. 
“ We feel that the new 
method 
will end diversion of industrial al- 
eohol into bootleg channels,n Dr. J. 
Doran, chief 
prohibition 
chemist 
told the United Press. “ In two 
or 
three months we' will be able to de­ 
termine whether the test is success 
ful. ” 
Dr. Doran described aldehol 
as 
oxidized or 
burned 
kerosene 
oil, 
having a smell similar to fumes from 
the exhaust pipe of an 
automobile 
with too rich an oil mixture. 
“ The taste is terrible and it 
is 
very nauseating,” 
he 
continued. 
“ Persons who attem pt to drink li­ 
quor containing aldehol will become 
violently sick of the stomach 
but 
will suffer from no serious after ef 
feets unless taken in huge 
quanti­ 
ties. " 
“ M anufacturers of industrial a l­ 
cohol were allowed to use pridine in 
their formulae« until April 1, so 
as 
to use up all stocks on hand. 
“ Virtually all grades of industrial 
alcohol can now be classed as non- 
poisonous but still non-drinkable. 
Officials say bootleggers 
already 
iave engaged expert 
chemists 
to 
earn if aldehol can he rectified from 
the alcohol. 
The illicit rum vendor 
are spending thousands of dollars in 
research work to thw art the 
gov­ 
ernm ent’s latest move. 
Federal chemists are also 
busily 
engaged in trying to improve 
the 
formula and they believe the prohi­ 
bition unit can stay at 
least 
one 
jump ahead of the bootleggers. 


His Joker a Deuce of a Card 


NO TRO U BLE FOR 
TAYLOR 
Terre Haute, Ind., March lb—4Ü.R; 
— Bud 
Taylor, 
claimant 
to 
the 
world's bantamweight championship, 
had little difficulty in defeating Pete 
Sarmiento in 10 rounds last night. 
Taylor was the aggressor from the 
stnrt and with a sharp left 
hand 
scored repeatedly. 
Sarmiento 
was 
wild towards the elose of the fight 
as Taylor danced about him shooting 
in vicious left and right jabs. The 
rugged Taylor vvivs given eight 
of 
the ten rounds. 


£ SPORT CHATTER ^ 


Pia— Babe 
Rufh 


COUNCIL ADOPTS 
PAVIN G PROGRAM 


pinch 


and probably will ac- 


D EF EN D S TITLE 
St. Íamis, Mot, Ma r c h l b — qj.R)-— 
Ji*e Stetcher, 
world’s 
heavyweight 
wrestli ng 
c ha mpi on, 
successful! v 
defended his title 
here 
last 
night 
a g a i n st Pa ul JoneA. 
Los 
Angeles 
grappi er. 


St. Petersbur 
returned to the game as n 
hitter when the New York Yankees 
defeated the Boston Braves* 
b-5. 
Ruth struck out. 


Shreveport, 
La.— Three 
young­ 
sters were released by Manager Ray 
Sehalk of the 
White 
Sox. 
The 
youngsters, W afer, \ eltman, 
and 
Reynolds, were sent to the 
minor 
leagues for seasoning. The Sox to­ 
day start a Texas tour. 


Bradentown, Fla.— By scoring one 
run in each of the last three innings 
the New York Giants defeated 
the 
Phillies 3-2. 


Port 
Meyers, 
Flip- The 
world 
champion St. Louis Cardinals were 
held to six hits by Grove and Grav 
and the Philadelphia Athletics won, 
4-1- 
s i ; 


Paso Robles, Cal.~— The 
P itts­ 
burgh Pirates will soon 
start 
on 
their training series *>f 
exhibition 
games ( hvmc 
nouncod. 
I >ush. 
manager, 


Avalon, Catalina 
Island— In 
game between two teams from 
Chicago Cubs squad, eighteen 
were obtained by both teams. 


an- 


a 
the 
hits 


Sanford, Fla.— Jake May and Art 
Nehf appeared in mid-season 
form 
when they allowed thè Indianapolis 
d u b of the American 
Association 
but three hits, enabling 
tin* 
Cin­ 
cinnati Reds to win, 4-1. 


New York 
tioos listed ¿is 
trv list for tin 


With tw enty-fi ve na- 
ehallongers, Hie 
<*n- 
1927 
Davis 
Cup 
competition 
(dosed 
at 
midnight, 
rhe draw will be made tomorrow in 
Washington. 


Minneapolis, Minn.— Melvin 
Ny- 
dahl, guard, h a s been elected 
C ap ­ 
tain ol the 1928 I niversity of Min­ 
nesota basketball team. 


i in- 
out 
(íreeneastle, Ind.,— Sixty-orn 
bit i on-, grid candidates turned 
here in response to the first c¿i!l for 
spring grid 
training 
at 
DePauw 
University 


P r o m 
P a g e O 
n e 
timates for the extension 
of 
the 
paving in North Main street. 
For 
two blocks the brick paving centers 
the street, and the street is to 
he 
made uniform in width to the end of 
the 
brick pavement, by building ¿i 
curb and gutter on the west side of 
the street, and by using concrete on 
each side of the brick 
to 
complete 
the pa\ing. 
In some sections along this part 
of the street, it has been widened 
by brick, and in others concrete has 
been used, and under the present, 
plans, the entire street will now 
he 
uniform width with curb and gutter, 
to the end of the present pavement. 
Mike Ncanlan was granted 
per­ 
mission to move a frame* 
dwelling 
house from (»06 North Main street 
to Jackson street, and 
bond 
for 
$1,000 was given. 
The plan to use a substitute for 
street oil was also launched at 
the 
meeting, and a car load of the cal­ 
cium material will be bought. Bids 
for the material will be received at 
the next meeting of the council. The 
preparation resembles coarse salt, 
and keeps the street moist. It is used 
by state highway departm ents 
in 
many state*, and 
will 
eventually 
take the place of road oil, it is be­ 
lieved. The council will use a 
car 
load »this summer to try it out. 
William M. Martin was appointed 
inspector for the city for the Hodges 
Branch sewer. The contractor 
is 
preparing to move 
equipment 
¿it 
once, and the large concrete tile will 
he m anufactured on the 
ground. 
Work of making these tile will com­ 
mence within 15 days, it was said. 
The m atter of drafting an ordin­ 
ance to impose a license upon per­ 
sons who dig into the city 
streets, 
was discussed. The paved 
streets 
and unpaved ones are being opened 
each day by inexperienced persons, 
who do not place the streets 
hack 
into condition. The ordinance com­ 
mittee was instructed to prepare an 
ordinance to regulate 
the tearing 
up (if streets, ¿hm! to place ¿i license 
fee upon persons who are 
qualified 
to do that kind of work, 
and 
to 
provide a fee for a city 
inspector 


M 
A 
R 
C 
H 
FREE $31.00 FREE 


We give $1.00 each day this month to the person making 
the largest cash purchase. 


' 
GARDEN TOOLS — GLASS CLOTH 
* 
THE WITT GARBAGE CAN 


Clen Woods Received $1.00 Yesterday. 


VARNISH STAIN — PAINT ~ 0IL & ENAMEL 
GUNN HAYDON 


’W1NCHE5UK 


—NEA, Los Angeles Bureau 
John R. W alker, of Los A ngeles, had told h is w ife, Jean, he was 
worth a m illion dollars, but after their m arriage she asserts she had 
to pay all the bills. 
W hen he sent her a joker, the form er .Denver 
nurse took it to court and got an annulm ent. 


--=S I 
to see to it that the street is 
put 


back into good condition after it has 
been opened. 


A small street m am tainer for. re ­ 
pairing concrete and asphalt streets, 
was purchased by the council 
for 
use by the street department. 
The 
machine has a heater so that , the 
material can he applied hot, and all 
bracks in the payed streets can 
be 
kept filled with an asphalt material. 


WALES WINS STEEPLE CHASE 


Bicester, Eng., March 16—<U.R)— 
The Prince of Wales, riding his new 
steeple chaser Cark Courtier, today 
won the Lord Manner’s cup in 
the 
Grenadier Guards Regimental point- 
to-point race at the Bicester 
hunt 
meeting. Wales 
thrice 
previously 
had attempted to win the cup, but 
today’s was his first success. Fifteen 
horses ran. 


Starting Monday* March 14 


we will clean every day except Saturday offering you daily service 
on any garment that you may wish cleaned. 


ALSO OUR PRICE ON CLEANING MEN’S SUITS WILL BE 
$ 1.50 


From That Date On 


XX Century Cleaners and Pressers 


C. L. BEBOUT — Phone 1154 


A 


Never a Financial 
Burden 


Prices for Ford cars today are so low, and payment 
terms are so liberal that almost anyone can now own 
a Ford without sacrificing other necessities. 
It is an investment you will never regret—provid­ 
ing you with safe, comfortable, reliable transporta­ 
tion for years. 
Remember that the attractive outward appearance 
of a Ford car, with its lustrous colors and pleasing 
lines, is backed up by splendid Quality in every 
hidden part. 
You owe it to yourself to learn how inexpensive a 
Ford car is. Let us tell you about our convenient 
term-payment plan. 
All Ford cars are now finished in color. 


Runabout 
Touring Car 
Coupe 
Tudor 
Fordor 
$360 
$380 
$485 
$495 
$545 
A L L P R I C E S P . O . B . D E T R O I T 
The above prices include STARTER and four BAL­ 
LOON TIRES as standard equipment on all »»««My, 
Tudor and Fordor Sedans come 
equipped with five wire wheels. 
Chas. E. Taylor @ 
Weft Firft Street 
Phone 2248 


17806447 


/ 
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Airs. Harry 
M 
< Alarms will enter­ 
tain the members of the Cross Coun­ 
try club Thursday afternoon at her 
home in \< rtf Main street. 


Mahoning' 
Council, 
No. 
36, will 
meet Friday evening at < :30 o’clouk 
in the lied Men Hall. All the mem­ 
bers are urged to be present. 
* 
*i* 


All associate and active members 
of the Tri Kappa sorority are re­ 
quested to meet at the home of Miss 
Lavienna Comptdti in West 
Third 
street, Tlmrsday at 12:45 p. m. tor 
the chanter pictiye. 
v 
-I- *F 


A dinner and card party will 
be 
held at the Social club 
1 hursdav 
evening. 
It was to have been held 
last Wednesday night but bad to be 
postponed. The annual pneeting 
of 
stockholders of the club is also cal­ 
led for Thursday evening. 
• 
• 
« 
* 


Mrs. Gibson Wilson. 
Mrs. 
Fred 
Beale, Mrs. 11. V. AIvCuIlv and Mrs. 
Mull Wallace'will entertain with 
a 
St. Patrick’ s party Thursday 
a f ­ 
ternoon at 2:30 o’clock at the hirst 
Presbyterian church. 
All the ladies 
of the church and congregation are 
invited. 


M rs.'Je sse Gnire entertained the 
members of the Ladies Aid Sociotv. 
of tlie 
First 
1 nitod 
Presbyterian 
church Tuesday afternoon 
at her 
home in North inckson street. Dur­ 
ing the business session plans were 
made for the congregational dinner 
that will be" served^ at the 
church, 
March 31st. 
The 
afternoon 
was 
spent in sewing and making articles 
for tin* b am ar the society will 
give' 
in the* fall. 


The 
Rushville 
Chapter 
of 
the 


Every color o*f the rain bo w is used 
in this newest of the new spring 
umbrellas 


DoAbu Suffer from 


EXCESSIVE 
PL.RSPIKATION? 


PAIN IN INSTEP? 


WEAK.' 
ANKLES 
9 


BUNIONS OR, 
SW OLLEN 
J O I N T S ? 


' t 
CROOKED OR, 
_ 
OVEOLAEPINO T O E S? 


. 
PAINS UNDER, 


ft- 
ARCH- 


A 
FLAT FOOT? 
CORNS?\ 


c a llo u ses? 


Foot Comfort Expert from Chicago will be here 


'I hursday, M arch 17 
To Give Free Demonstration 


On the above date we will have at our store, through the courtesy of 
Dr. W m . M. Scholl, famous foot authority, a Foot Comfort Expert 
from his own staff, sent here for the benefit of our patrons. W e urge 
every foot sufferer to make the most of this unusual opportunity. 
Over your stockinged feet, this Expert will make Pedo-graph prints, which 
will show the exact nature of your foot ailment. He will then demonstrate 
how the scientific method and improved appliances perfected by Dr. Scholl 
instantly relieve your painful feet, and restore them to health and comfort. 
Absolutely no charge for this service. B e sure and rem em ber the above date 
so a s n ot to m iss this opportunity. 


T O P H Y S IC IA N S —You are Invited to refer or bring your foot-troubled patients to 
our store during this demonstration. The latest improved appliances and method of 
W m. M. Scholl, M. D., for relieving and correcting painful feet will be fully explained. 


The Mauzy Co. 


Daughters of the American Revolu­ 
tion will be 
entertained 
Thursday 
afternoon at the homo of Mrs. Ber­ 
tha Logan, 605 North Perkins street. 
Mrs. John Titsworth, Mrs. 
Wilbur 
Stiers, Mrs. Carl Beher, Mrs. Conrta 
Gray, Miss Laura Meredith and Mrs. 
Fanny Ilall will 
be 
the assisting 
hostesses. Mrs. 
Jesse Green 
will 
prepare' a paper on “ Our American 
Schools” . A history of the American 
revolution will he given and special 
music and readings will feature the 
program. 
~"xA •% 


Mrs. Laura Jones 
was 
hostess 
Tuesday afternoon 
to forty-three 
members 
of the 
Loyal 
W omen s 
Class of \ the Alain Street Christian 
church at her home in \\ est Seventh 


street. After a short business ses­ 
sion, during which plans were made 
for the Eeastern Offering, a pleasant 
social afternoon was enjoyed. 1 wo 
clever contests, one guessing char­ 
acters who were Represented by B i­ 
ble verses, and the other guessing 
the books of the New 
Testament, 
furnished the amusement for the a f­ 
ternoon. In the serving of the de­ 
licious refreshments consisting 
of 
pineapple 
and 
orange 
ice, 
the 
hostess was assisted by Mrs. Geor­ 
gia Moore, Mrs. Lizzie Megee, Mrs. 
Fanny Gray and Mrs. Dolly Junken. 
+ + + 
Mr. and Mrs. Donald Wilson, liv­ 
ing south of New Salem, entertained 
to 
dinner 
Sunday 
the 
following 
guests: Mr. and Mrs. J. Frank Wil­ 
son, Mr. and Mrs. Charley Wilson 
and children Charles and Lois Jean, 
ATi*. and Mrs. Virgil Wilson, Mr. and 
Mrs. A n g u s Lefforge, W illiam W ise 
of Connersville and, Doloris Wilson. 
Mr. and Mrs. J ’lay Benedict 
and 
children wYre guests in the evening. 
* 4- 
The first meeting of the mission­ 
ary year <»f the Missionary society 
of the First Presbyterian chuivli was 
held Tuesday afternoon at the home 
of Mrs. Myra 
Kinnear 
in North 
Harrison street, with the new officers 
presiding. 
A good attendance was 
present for the meeting and an in­ 
teresting" program was given. 
The 
national topic for discussion 
was 
“ Foreigners in America, 
and the 
foreign tqpie was “ Japan. 
The lit­ 
tle Misses Frances and Bonnie Jean 
Beale gave a dialogue on “ Japan 
in costume • which 
concluded 
the 
program. Tea and wafers were ser­ 
ved at the close of the meeting, the 
hostess having 
as her 
assistant y 
Mrs. Hugo Schinazel, Mrs. 
Walter 
Hall, Mrs. Sarah E. Fiddle and Miss 
Minnie Beale. 
*i* *1* *1* 
Tin* members of the Ladies 
Aid 
So>iety of the New 
Salem 
M. K. 
church 
were 
entertained 
at the 
"ountry home of Mr. and Mrs. M. D. 
Seflon, north of New Salem, 
last 
Thursday afternoon. Airs. 
Marian 
Logan was tin* 
assisting 
hostess. 
In connection 
with 
the 
meeting 
a 
miscellaneous 
was given in honor of Mrs 
LcfToreg, 
a 
recent 
bride 
program was given as follows: song, 
“ Praise G o d ” ; reading of the 23rd 
Psalm: Bible Study “ The * ross of 
Jesus,“ by Airs. 
Alayme 
Wilson; 
secretary's report 
and 
roll 
call; 
| “ Gloria Patri,” sung 
by members. 
The following guests were 
present 
Mrs. Edgar Stiers, Airs. Roscoe Lel- 
1‘orge, Mrs. Will Logan, Airs. Carl 
Dausehe, Mrs. Lowell Norris, 
Airs. 
Paul Thorpe of Rushville. At 
the 
close of tin* meeting dainty refresh 
monts were served. 


At 12 years of age, Alice Grotte Is 
the chief heir to an estate of $125,-f 
000 left by heT father, Charles 
Grotte, Omaha real estate man. 
Alice lives with her mother In 
Milwaukee. 


W H AT’S N EW ? 


regular 
shower 
Aiildred 
A brief 


Workman Dug From Living 
Tomb When Ditch Caves In 
j 


Indianapolis, 
March 
16—(U.R) 
Harry Kinney, 26, was saved trom 
death here today 
when 
workmen 
dug him from a 
living 
tomb 
in 
which he was buried when the sides 
of a ditch in which he was Forking 
caved in on him. 
Kinney was digging at the bottom 
of a nine foot sewer ditch when the 
sides suddenly caved 
in, 
burying 
him under several cubic yards 
of 
earth. Quick aiction 
by bis 
fellow 
workmen and the 
fact 
that 
the 
earth which covered him was 
in 
heavy clods, sa\cd him from suffo­ 
cation. 
lie was taken to a hospital where 
cuts from the 
shovel 
blades 
and 
bruises, caused by the hea\y onith, 
were treated. 


Perm anent W a v in g E rro rs 


an impossibility 


With my new equipment, for scientifically testing the heat on the hair. 
i 


*10 
For the Entire Head, 
Regardless of Number of Curls. 


FINGER W AVING 
T give Two Finger Waves FR EE each month for three months. 


N O EXTRA CHARGE 
I Make No Extra Charge for Preparing the head for the curl. 
One Hot Oil and One 
Shampoo After Permanent FREE. 
ELIZA BETH RO GERS 


301 W EST FIRST. 
PHONE 2243. 


BY II FDD A HOYT 
(United Press Fashion Editor) 
New York, Alarch 16—tU.R)—Belts 
are becoming as necessary to women 
as they are to men. Not that 
they 
hold up the main item of one’s ap­ 
parel but they brace up the 
suit, 
coat or frock as nothing else can 
this Spring. 
Belts, it seems are in again, 
out 
again, gone again and at 
present 
they are decidedly in. Counters are 
laden with models ranging trom less 
than one-half of an inch to 
six 
inches including. Black patents, ir-1 
ridescent patents, colored 
suedes, 
gunmetal 
leathers, metals, 
hand- 
painted leathers, snake effects, calf 
fur. etc. 
Most novel are the snake 
belts 
which have metal heads and 
tails 
and round rings all the way 
about 
simulating 
rattles. 
Under 
the 
snake’s head is a hook arrangement 
which hooks into one of the rings 
making the belt adjustable to 
any 
size. If the belt is too long the tail 
portion is wrapped about in 
most 
realistic fashion. These belts 
are 
very narrow. 
Fur belts are also unusual 
being 
made of calf fur bound in harmon­ 
izing leather. Woven leather in irri- 
deseent patent are quite 
effective. 
Buckles and clasps are too fanciful 
and numerous to describe. 


Round wisps of printed 
ehiffon 
form some o f the 
new 
handker­ 
chiefs. These are merely little circles 
of gayly printed ehiffon with rolled 
hems. 
Little vestees of silk, embroidered 
in m u lti - c o lo r s , are available at the 
neek-wear counters. These have the 
AT-shaped neckline and are 
fitted 
with tiny gold pins at the shoulders 
and bottoms. They will be most ef­ 
fective with tailored suits. 


Suits and coats made of 
light 
tan calfskin mottjed in white 
are 
shown for in-between-season wear. 
A coat of this light-toned calf skin 
has the white mottling used 
down 
the center of the hack in rather reg­ 
ular design and this is repeated 
at 
the fronts. Seen from the hack this 
model looks like a suit since it haS 
the long bolero back. A belt of the 
fur extends across the front. Small 
turban hats of the same fur 
are 
shown for wear with these unusual 
garments. 
Hoot n m jm rhine 


Prominent Marion Woman. Missing 


3 Weeks. Believed a Suicide 


Marion, Ind., 
March 
16—<U.R)— 
The b o dy of Airs. Elizabeth Kerri­ 
gan, 
prominent 
Marion 
woman 
missing for three weeks, was 
found 
today in a ravine iri Goldwaite park 
here. 
The discovery was made by AHs. 
Amelia Strouffe, who declared 
she 
had a vision last night revealing to 
her the location of the body. 
A bottle that had contained 
bi­ 
chloride of mercury was found near 
the body and a coroner’s verdict of 
suicide was expected. 
Airs. Kerrigan suffered a nervous 
breakdown following the deatlj 
of 
her husband, George Kerrigan, 
at 
Contiersvillo last July. 
Among the surviving relatives are 
George Stout, editor of the Lafay­ 
ette Journal Courier, 
and 
Frank 
S to u t, recorder of Cook county, Til. 


Lnrlihe Council, 
No. 206, 
wil 
meet Thursday evening at 
t :30 o’­ 
clock at the Red Men hall in A\ es' 
First street. All members are urged 
to attend. 


Extra Quality 


easily recognized 


explains Hupmobile Six Success 


No need for any salesman to 
point out contrasts between 
the new Hupmobile Six and 
other sixes in its price-class. 


You see them yourself at first 
glance—in the car’s new beau­ 
ty of line and finish; in clear 
vision bodies; in interiors up­ 
holstered in genuine mohair; 
in conveniences and in the 
many detailed refinements. 


For Hupmobile puts 10% extra 
quality into this car without 


adding the cost to the purchase 
price — 10% finer materials 
and workmanship to insure 
the very utmost in six-cylinder 
brilliance and dependability of 
performance. 
Make comparisons and you 
are bound to select the Hup­ 
mobile Six. In common with 
thousands of others, you will 
recognize it not only as the 
closest-priced Six in America 
—but far and away the finest- 
quality Six under $ 1 7 5 0 . 
Every Worth While 
Feature the Modem 
Car Should Have 


Clear Vision Bodies—Color 
Options—Mohair Upholstery 
— Contrasting Window “Re­ 
veals” on Closed Bodies—In­ 
strument Panel Under Glass« 
Indirectly Lighted — Solid 
WalnutSteeringWheel—Tilt­ 
ing Beam Headlights—Head­ 
light C ontrol on Steering 
Wheel—Both Manifold ana 
Thermostatic Heat Control— 
Gasoline Filter—Oil Filter—4- 
Wheel Brakes—Balloon T ires. 
Hupmobile 
1870 
Six 


Brougham , five-passenger, 
two-door, $1385. Sedan (illus­ 
trated) five-passenger, four- 
door, $1385. Coupe, two-pas­ 
senger, with rumble seat, 
$1385. Roadster with rumble 
seat, $1385. Touring, five-pas­ 
senger, $1325. All prices f.o.b, 
Detroit, plus revenue tax. 


R. E. (Dick) Abernathy 


210 East Second Street. 
Phone La .a 7 


SINCLAIR CftSE WITH THE JURY 


Must Decide Whether Oil 
Man 
Is 


Guilty of Contempt of Senate 


Washington, March 16—<U.R)—The 
Sinclair contempt 
of the 
senate 
case was sent to the jury today. 
The jurymen are to decide if Har­ 
ry F. Sinclair, wealthy oil operator 
and sportsman, is guilty 
of 
con­ 
tempt of the senate for refusing to 
answer questions by the senate oil 
committee three years ago. In case 
of a conviction, a jail sentence 
is 
mandatory, the law providing for a 
fine of from $100 to $1,000 and from 
one to twelve months in a “ common 
jail. ” 
The case is an outgrowth 
of the 
famous senate oil investigation 
in 
1923-24. Sinclair appeared 
before 
the committee March 22, 1923, and 
declined to answer questions, 
ex­ 
plaining he 
feared 
his 
testimony 
might affect court litigation in which 
his Mammoth Oil Co., was involved. 
Nine days later he was indicted for 
contempt of the senate. 
The 
trial 
began March 7, with the jury 
ex­ 
cluded nearly three quarters of the 
time while questions 
of 
evidence 
were argued and settled. 
F 
h l u - c o l d s 
H M 
Check at first sneeze. 


Rub on—inhale vapors 


Qwmr Z Ì Million Jar*U J*d 


W ANT AD S BRING RESU LTS 


Advance Sale of 
ROSE PLANTS 
Thurs., Fri. and Sat. 
17 
18 
19 


At this time we are going to offer one variety of 
Rose Plants which'are in prime conditon now to plant 
outside in your flower garden to assure you of lots of 
cut blooms this summer. 
Now is also the time to prune back your rose plants 
which you bought here at our other Rose Sales. 
These plants which we are offering on the above 
days are even better than last year but prices will re­ 
main the sagie. A price that is in the reach of everyone. 
25^ 


We have only a few hundred to offer, so be sure to come 
and get your share of this wonderful stock. 
G LEN N E. M OORE 
' FLO RIST — Phone 1409 


LET 
THESE 
COLUM NS 
BE 
YOUR 
GUIDE 
new! 
I a Corona 
with same 


typewriters 


WILL O. FEUDNER 
at 
The Daily Republican 


A PEPPY Motor 


makes a peppy driver. Puts that smile on your face and a cheerful 
outlook and why not? How can you be in a good humor if you are 
constantly having trouble and expense? Let us stop the trouble and 
and put the smile on your face! 


Bowen 8t Carter Automotive Service 


KELLY SPRINpFIELD TIRES AND TUBES 


GOULD BATTERIES AND SERVICE 
PERFECT CIRCLE PISTON RINGS 


306 NORTH MAIN ST. 
PHONE 1364 


THE MADDEN BROS. CO. — Machinists 
r e p a i r w o r k i s o u r s p e c i a l t y 
Your Old Machinery Repaired and Aiade Good as New. W e Grind and 
Sharpen Lawn Mowers, Mower Sickles, Plow Points, Cutter Knives, Etc. 
BO ILER AND ENGINE REPAIRING A SPECIALTY 
Phone 1632. 
517 - 519 West Second Street. 


MOM’N POP 
By Taylor 
THE WRONG WAY 


A w - MOT S O <a cc d N f 
V7 6 LL, I 'To LD VCO 
T v t b w an ts To Run 
how it w o u ld Be 
BUSINESS 
^ HE EVER. GOT , 
INTO VOOR. 
V '------ 
COMPANY ; 


f HOW ARE THINGS 
<aOlN(ât AT THE * 
, O F F IC E , P O P ? j 


he's finding r x u lt 
A^o o r chick comin g 
LATE To TK6 OFFICE. 
AND NOT DOING H IS 
W O RK W HEN H E 
<-v 
THERE 
d 


OK HIS WORK 


TImusemenfa 


Harry Langdon 
Comedy 
A n ew d eparture in telephon in g is 
d epleted by H arry Lan gd on , 
First 
Nation al comed y kin gpin 
feature 
comed y, “ Tramp, Tramp, T ra m p ,” 
coin in g tod ay to the Prin cess th e a ­ 
tre. 
Lan gd on is shown attemptin g 
to 
telephon e his best girl. 
No soon er 
d oes he step in to the booth however, 
than a cyclon e comes up an d carries 
the booth, with H arry in it, to 
the 
very steps of his girl's home. 
The 
comed ian coolly emerges from 
the 
W oth an d talks to his girl in person . 
Accord in g to the most 
reliable 
estimates on record , 
the 
cyclon e 
takes Harry to his girl's home 
in 
less time than it would have taken 
the average telephon e operator 
to 
con n ect him with the correct n um­ 
ber. The comed ian is said to he con ­ 
sid erin g a plan to harn ess -yclon es 
an d thereby, save man kin d million s 
of hours yearly. He is lookin g for a 
buttor-an d -egg man to back him 
in 
this ven ture, it is reported . 
“ Tramp, Tramp, Tram p," is 
a 
story of 
a 
tran scon tin en tal 
foot 
race. The theme is an origin al on e 
uijh the comed ian an d he has had 
it in min d for some time. 
The 
supportin g 
cast 
in clud es 
Crawford , Ton i Murray, Ale« * h ran - 
cis, Ed ward s 
Davis 
an d 
Brooks 
Ben ed ict. Harry Ed ward s d irected . 
“ Tramp, Tramp, T ram p,” is the 
lirst of the feature len gth comed ies 
which Lan gd on will make for first 
Nation al un d er the terms ol his re­ 
cen t con tract with that organ ization . 


“Obey The Law ” 
Castle 


When Bert Lytell, 
the Columbia 
star, appears in 
a picture in this 
citv, it is pretty reason able to ex­ 
pect that tin * house will be packed 
hereafter, even more than 
it has 
been in the past, Lytell s showin g 
in “ Obey tin * Law ,” 
the Columbia 
prod uction which closes at the C as­ 
tle Theatre ton ight, is assuran ce ol 
this. 
In ad d ition to Lytell s in terpreta­ 
tion of the crook role, there are the 
work of a most capable 
cast, 
the 
strikin gly artistic photography} an d 
the workman like d irection to he con ­ 
sid ered . AI Rabocli d irected . 
The 
story tells of a super-crook 
who 
“ took tlie w orks" in ord er to p ro­ 
tect a pal an d save his pal s « laugh­ 
ter from d isgrace. 
The supportin g c a st in clud es Eu­ 
gen ie Gilbert, Ed n a Murphy, 
Larry 
Ken t, William .Welsh, lied d a Hop­ 
per, Sarah Pad d en an d Paul P a n ­ 
zer, all of them accomplished play­ 
ers with stage an d screen experien ce. 
The picture is on e of action 
an d 
d ram a, 
yet, revolution ary in 
the 
tilms, it is without a sin gle scen e oi 
violen ce. There is n o gun -play an d 
in n o title d oes there appear a d ash 
to in d icate a curse. It isn t that kin d 
of a picture. A1 Raboch wen t a t his 
work with the id ea of turn in g out 
an artistic picture tlm f would 
be 
d ifferen t an d the 
result is exactly 
that. 
Lytell, “ supcr-crook 
of the cel­ 
luloid ,, has 
what 
is probably 
the 
most effective role of his career an d 
his supportin g cast has 
n o 
woa*v 
spot that has been poin ted out 
to 
this reviewer sin ce the open in g last 
n ight. 


NEW SALEM 


Mr. an d Mrs. Don ald Wilson an d 
son 
Delon s 
en tertain ed 
at 
their 
home southeast of New Salem 
the 
followin g 
guests: 
Mr. 
an d 
Mrs. 
-Charles 1». Wilson , Mr. an d Mrs. A n ­ 
gus Lelorge, Mr. an d Mrs. 
\ irgil 
Wilson , Charles, Jr., an d Lois Jean 
Wilson . 
Mr. an il Mrs. Harry Mull 
visited 
relatives in New Salem Sun d ay. 
William 
Williams 
spen t 
a few 
d ays with Mr. an d Mrs. 
Ted 
Kin g 
an d family. 
Mr. an d Mrs. Lowell Collyer 
ot 


Wife Takes Vino l 
Feels Fine No w 


“ I was weak an d had n o stren gth. 
Sin ce takin g Vin ol, 1 feel tin e n ow 
an d d o mv work 
again ."— Mrs. G. 
Barn esberger. 
The 
very 
FIRST 
week you take \ mol, you begin to 
feel stron ger, eat an d sleep better. 
Vin ol is a simple, stren gthen in g iron 
an d cod liver compoun d in use for 
over 25 years by weak, n ervous wo­ 
men , 
run -d own 
men 
an d 
sickly 
child ren . 
Con tain s n o oil— pleasan t 
to take. 
Hargrove & Brown , d rug­ 
gists.— Ad vertisemen t. 


Madden’s Restaurant 
B E S T LUNCH a nd M EA TS 
FISH a nd OY ST E R S 
103 West First Street 


THAT'S T H E 
T r o u b l e — 
h e D o e s — 


iTexas Pion eer, 91, Wed s Girl of 26 


At 9 1, Colon el Charles Good n ight, ran chman of Claren d on . Texas, 
has just married Miss Coriun e Good n ight, 26 . of Butte, Mon t» Miss 
Good n ight, a telegraph operator, read of the colorful life of the 
colon el, a n oted southwestern pion eer, an d 
wrote to him. 
The ro­ 
man ce resulted . 


Jealousy; Ban g! 


Mrs. 
Alina 
Mae Wilkin son , 
22, 
killed George Old ham, 36, in his 
apartm en t in Memphis, Ten n ., be­ 
cause he was jealous of an other 
m an and threaten ed to kill her if 
she d id n ’t give him up, accord in g 
to the story she told Memphis po­ 
lice. 
The girl said 
Old ham, a 
former Dan vers, 111., man , was her 
“ boy frien d ,” but that she loved 
the rival he d eman d ed she quit 
seein g. 


r 
BEST FEATURES ON 
RADIO PROGRAMS 


L. ........ 
J 


THURSDAY 
WPG 
Atlan tic City 300 Mf 10 p. 
in .— An •ieri: ord er of 
Ilibern ian s’ 
an n ual d an ce. 
WEAK, New 
York 
492M 
an d 
hookup. 8 p. in .— Eskimos’ 
Irish 
Min st re "show. 
KGO, Oaklan d , 361 M, 10 p 
in .— 
\ ietop 
Herbert's opera, “ The 
Sere- 
n ad e. ” 
WJZ, New York 451M, an d 
WBZ. 
KDK A, KYW , 8 p. m.--T h e 
1iad io- 
t rolls. 


W< O >, Min n eapolis St. Pal1 416 
M 11 p. in .— Far n orth broad « *ast. 


Mt. \ ern on — The city may prove 
a me •«•< for workmen 
if a i■even t 
experien *e 
is 
r<*porte« l. 
\\ oi kmen 
foun d 84 bottfes of bon d ed pr p - wa r 
whiskev 
when thev razed 
an 
old 
build in g here. 


Rushvillc an d Mr. t/n d 
Mrs. 
Glen 
Guilin an d family of 
n ear 
Milroy’ 
were Sun d ay d in n er guests 
of Mr. 
an d Mrs. James W. Mereer. 


Mr. an d Mrs. Russell Murphy*; 
of 
Con n ersv ille visited in New 
Salem 
V 
Frid ay. 


Mr. an d Mrs. Ed ward 
Gwin n up ¡ 
are plan n in g to move 
to Con n ers- ¡ 
ville n ext week. 
Mr. Gun n in g 
lias ¡ 
purchased a blacksmith shop there. 


HEADACHE? 
TAKE 
DI-J O 
Practically all cases 
of 
headache 
co me 
from the sto mach. 
A 
sour 
sto mach, 
o r a 
stomach which can't 
properly 
digest fo o d 
will inv ariably cause 
head ache. 
The sy s­ 
tem be< omes all clo g­ 
ged 
up 
with 
the 
poison irom the sto mach and the 
whole bod y cries out fo r relief. 
First take fo ur Di-J o tablets with 
a glass of hot wrater. 
If you do n’t 
get relief within half an hour, take, 
four more with hot water. 
Then at 
n ight, take a Di-Vac, tablet to regu­ 
late the bowels. 
If y o ur druggist 
has n either Di-Jo or Di-Vac, write 
Drug Prod ucts, Marshall, Mich.— 
Ad v. 


For Sale 


SEVEN ROOM HOUSE 


712 XORTIi IIARRISOX ST. 


Slate Roof Outsid e Cellar, Bath, Toilet, Electric Wired . 
Barn big en ough for three cars. 


See 
Ho ratio S. Hav ens 


Co lds 
Insist o n the utmo st 
A cold may he 
stopped in 
24 
hours, the fever cheeked , the bow ­ 
els open ed , the en tire system ton ed . 
The way is HILL’S— a way so eff- 
eien t that we paid $1,000,000 for it. 
Don ’t rely on lesser help, an d d on ’t 
d elay. Get the quick, complete 
re­ 
sults that HILL’S is brin gin g 
mil­ 
lion s. 
H IL L 'S Ciscart-Brotnid e-Quinine 
Be sure you get H IL L ’S , in the red boy 
with portrait. A t all druggist*—30c. 


C A R D OF T H A N K S 
We wish to than k our 
n eighbors 
an d frien d s for the kin d n ess shown 
d urin g the sickn ess an d d eath of our 
husban d an d father, also 
Brother 
Cato, The W yatt Compan y, an d the 
lad icjs who san g . 
irs. J. \W Old ham an d Child ren 


" I ^ A N A S T ^ r HIGHW AY 
COMMISSION 
Div isio n o f Maintenance 
Indianapo lis, Indiana, March 3, 19 27 
Co ntract No . 8 0 
NOTICE TO CONTRACTORS 
Sealed proposals will be received at 
the office of the State Highway Com­ 
mission , 
In d ian apolis, In d ian a, 
un til 
10:00 A. M. A P R IL 5, 1927, for im­ 
provemen t of the followin g road s: 
Road 27—Section G, Jay Coun ty, Bi­ 
tumin ous Macad am — 7.70 miles. 
Road 27—Section I), Wayn e Coun ty, 
Bitumin ous 
Serface Treatmen t — 
2.75 miles. 
Road 27—Section D, Wawn e Coun ty, 
Bitumin ous Surface Treatmen t — 
3.05 miles. 
Road 27—Section C, Wayn e Coun ty, 
Bitumin ous 
Surface Treatmen t — 
0.75 miles, 
Road 27—Section B, Un ion Coun ty, 
Bitumin ous 
Surface Treatmen t 
on 
Traffic Boun d Surface—4.20 miles. 
Road 27—Section A & B.; 
Road 44—Section K, Un ion Coun ty, 
Bitumin ous Surface Treatmen t — 
8.30 miles. 
Road 38— Section K, Wayn e Coun ty, 
Bitumin ous Surface Treatmen t — 
6.00 miles. 
Road 40—Section T, Wayn e Coun ty, 
Bitumin ous 
Surface 
Treatmen t — 
3.05 miles. 
Roatl 44—Section s G & H, Rush an d 
Fayette 
Coun ties, Bitumin ous Sur­ 
face Treatmen t — 0.45 miles. 
Date set for completion of all work, 
October 15, 1927. 
Bid d er shall file bon d with his bid 
~qual to on e an d on e-half times the 
amoun t of hi> proposal. 
Proposal blan ks, plan s an d specifica­ 
t i o n s are on 
file at the office of 
the 
State Highway Commission , In d ian a­ 
polis, In d ian a, where same may be ob­ 
tain ed upon paymen t of $1.00 per set. 
JOHN D. W ILLIA M S, Director 
Mar 16- 23 


AU TO S FOR SALE 


cylin d er 
Trian gle 
garage. 
It3 


FOR SALE— 1 Essex 
4 
coach in good 
shape. 


Miscellaneo us Wants 


FOR S ALE­ 
X’ew -tires 
•mop 


-Chevrolet Coupe 
an d pain t .job. 
f 150. 
Call 
307tfi 


WANTED— 'Board ers an d roomers. 
401 West Secon d Strebt. Mrs. Al­ 
ice Fin n ey. 
* 
2t3 


j WANTED— On e large ice box, must 
be in fair eon id tion . Call 1250. 
2t3 


Ho useho ld Go o ds Fo r Safe 


LOTS FOR SALE— In 
an d 
n ear 
Cherry Grove with 
all 
mod ern 
civic improvemen ts. Id eal 
loca­ 
tion s for sprin g build in g. For fur­ 
ther particulars call 2087, fiow. 
20(024 


Ro u 1 try and Eggs Fo r Sale 


FOR SALE— Sin gle comb Rhod e Is­ 
lan d red eggs. $3.00 per hun d red . 
Arlin gton phon e 2 on 42. Mrs. Or- 
sa Ellison * 
3t0 


FOR SALE— White Rock eggs from 
blood tested flock, $3.00 per hun ­ 
d red . A. J. Red d ick, Arlin gton . 
ltli 


WANTED— Your paper an d pain t to 
clean . Also your paper to 
han g. 
First class work. Phon e 2330. F. 
J. Brown . , 
► 
2t4 


WANTED TO 
RENT 
3 
imfurn - j 
ished rooms for light house keep- \ 
in g. Robert Dun can . Phon e 3313. 
2t3 1 


WANTED— Board ers. 
Morgan . Phon e 2204. 
North 
ltb* 


FOR SALE-—Kitchen cabin et* safe 
buffets, chin a closets, d in in g room 
tables, book case, baby bed s, oil, 
gas an d coal cook stoves. Gord on 
Secon d Han d Store. 52 T 
North 
Main . 
3t)8tti 


/ 


iM & möös 
* 


KOR SALE— Eggs. 
Sin gle 
comb 
Rhod e Islan d red s, also 
sin gle 
comb brown Leghorn s. $3.50 
per 
hun d red . Good stock. 
May 
C. 
Brooks, 
Glen wood , 
Falmouth 
phon e. 
ltd 


'OR ¡SALE—-Sin gle Comb 
Rhod e 
Islan d red eggs from blood tested 
stock. Phon e Arlin gton 14 on 487 
Mrs. Elmer Smith. 
308t4 


KLENZO 


S h a vin g Crea m 
40 c 


Makes shavin g a 
pleasure; soften s the 
beard ; d oes n ot d ry 
on the face; gives an 
abun d an ce of lather. 


Pitman & Wilso n 
The 'ZtyxaJUL Store 


Pho ne 1038 . 
We Deliv er 


L E W M T E D ) 
WANTED— Wid ow lad y wan ts f a n ­ 
cy laun d ry to d o by 
respon sible 
party. Also keep babies d ay 
or 
n ight. Mrs. Ad a W atkin s, secon d 
house, East lfill Cemetry. 
2t2 


GIRLS AND BOYS 
WANTED— at 
on ce for salespeople. Apply 
Mr. 
Smith at 225 North Spen cer a f ­ 
ter 4:0(1 tod ay. 
It 3 


WANTED— Mid d le aged in d y to keep 
house Fin e home with pay. 117 N. 
Jackson Street. Phon e 1707. 
308 13 


WANTED— House clean in g an d work 
by tbe d aU Phon e 2408. 
208t.1l 


Í Í G A L A D S 


NOTICE TO NON RESIDENTS. 
Slate of In iaan a, Rush Coun ty, ss: 
Albert C. Steven s, Ad mr. Estate of 
Hazel 
V. 
Grigsby, d eceased , 
Vs. 
Ben jamin Grigsby ct Al. 
In the Rush Circuit Court, 
February Term, 1927, 
Complain t For Partition . 
No. 4212. 
Notice is hereby given the said d e­ 
fen d an ts, Arthur Grigsby an d Mary F. 
Grigsby, that the plain tiff lias filed his 
complain t herein which is a complain t 
for partition , together with an affid avit 
that the said d efen d an ts, Arthur Grigs­ 
by an d Mary F. Grigsby, are n ot resi­ 
d en t^ of the State of In d ian a, an d that 
un less they be an d appear on the 23d 
d ay of April, 1927, which is the 66th 
jud icial d ay of the February Term of 
said Court, at the Court House in the 
City of Rushvillc, in said Coun ty an d 
State, the said cause will be heard an d 
d etermin ed in their absen ce. _ 
Witn ess, the Clerk an d the Seal of 
said L'outrt, affixed at the City of Rush- 
I ville, this 28th d av ot February, A. D., 
1927. 
LEO N A R D BARLOW , Clerk. 
| A. C. Steven s, Plain tiff’s Attorn ey. 
I Mar2-9-16-23 


K lh s m iL L E PATTERN 
SHOP— 
Upholsterin g, repairin g, fin ishin g, 
n ew cabin et work. Phon e 
1848. 
Rear Eagles Hall. 
It4 


HAUL ANYTHING— Gard en plowin g 
a specialty. John Ferguson . Phon e 
3448. 
307t6 


MORTGAGE 
EXEM PTIONS— Eva 
M. Ragsd ale, A ud itor’s office 
29 St53 


WANTED— Your wall 
paper 
to 
clean , bv expert clean ers. 
Leave 
ord ers at Crosby’s Pain t 
Store. 
Phon e 1035 or 1458. 
238120 


I buy an d sell secon d han d 
house­ 
hold good s. Mike Scan ian . Phon e 
t^tn i M 5 West Third 
9H 
^ w w w vw w w w A « /vw w w v\^ w w w 


FOR RENT— 8 room house, mod ern 
Corn er Jackson an d 0th. 
Phon e 
1300. 
315 


FOR RENT— Garage 
for on e 
car. 
421 North Harrison street. Mrs. 
Horatio Haven s. 
2t2 


FOR RENT—T urn hsd ied room at 510 
North Harrison , ( all 
2540 
or 
1117.____________________ , 
1t3 


M >R REN T—-On e -1 room house, 
acre of groun d on E. 11th 
St. 
Derbv Given . 
It3 


¡•OR RENI'— 40 acres within 
2] 
miles of Milroy. Immed iate 
po s­ 
session . Write Mrs. ( ’. \V. Thack­ 
er, 200 South McCan n St., Koko­ 
mo. In d . 
303tl2 
^^A^AA/WWWWWWWWWAAAAAAAA^v 
Used Clo thing Fo r Stile 


FOR 
S A L E — Heavy sweater, 
size 
38. Can be worn by boy or 
girl. 
Perfect condition. 
Phone 
1041. 
Ruth Seward 
3t4 


FDR SALE— Hark blue Keller Koat 
sweater, size 38. Coat style. First 
class con d ition . Price reason able. 
Phon e l o l l after 0:00 p. m. 
307 t5 
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5 
M cC ully 
8i M cCully 5 
— 
(Palmer Graduate) 
E 


CHIROPRACTORS 
E 


“Z 
(Lady 
Assistant) 
= 


3j 
Calls Answered Pro mptly 
E 
5 
Day o r Night 
:= 


E Pho ne — Res. 19 79 . Office 1106 E 
E 
Farmers Trust Co . Bldg. 
jr 


R in H llllU illR illlllliU IllllllllU liliilllllir 


FOR SALE- Seifert roller can aries. 
Son g guaran teed . Phon e 2-LOG. 
512 


The Ayres £eed Company is still 
delivering its cheap ciover seed. $22 
a bifshel. AH orders taken care 
of 
as long as suppiy lasts. Government 
tested seed. Ayres Seed 
Company 
Cambridge City. 
3t2 


f()li SALE— An out d oor toilet, an 
iron pump, an oak impitel 
with 
m irror an d a reed baby cab. 
All 


hi good con d ition . Call 1230. 
3t4 


FOR SALE—Cooler suitable 
for 
restauran t or grocery store. 
in 
good con d ition . Will 
hold 
390 
poun d s of ice. Price 
reason able. 
Call 2510. 
3t3 


FUR SALE— Sewin g machin e n eed ­ 
les, shuttles, hobljin s, belts, 
.an d 
oil. If your machin e d rops stirvh- 
es or cuts thread it is a good sign 
that it n eed s a n ew shuttle. John 
B. Morris. 
ltd 


FOR SALE— Deico light pi km with 
batteries. 
Good 
con d ition . 
Used 
3 years. Raymon d Lovvles, Route 
9.’ Mays phon e. 
1:3 


FUJi SAlffv 
12 in ch Ford ^rn i spe­ 
cial 2 bottom P. & (). tracto r plow. 
On ly |« lowed 35 acres. Priced n a- 
son able. Fred M. Maple. Falmouth 
plion e. Free list. 
Jt3 


FUR SALE— Seed potatoes. 
Kush 
Coun ty Mills. 
I ll 


PUli SALE— Extra Fan cy 36 poun d 
oats. Rush Coun ty .Mills. 
30813 


FUR SALE- Two 8 ft. bevel plate 
glass top show 
cases. 
Ad d ress 
Box 81, Arlin gton , In d ian a. 
308t(> 


FUR SALE- 
Low d own milk wagon . 
Phon e 50, Milrov. 
307t0 


l 
i v 
e ^ 
t o 
c U 
T 
o 
r ^ 
a 
l e 


FOR SALE- -3 youn g calxes. Phon e 
1118. 1 lon g, 3 shorts. 
3l3 


W A N TED —Your feed grin d in g Ih h- 
iuess. Rush Coun tv Mills. 
3t3 


H n B B S B eH B L M H 
Tractio n 
Co mpany 


Charles I*. Henry , 
August 16, 19 25 
Receiv er 
AT RUSHVILLE 
E ast 
Boun d 
• 
W est Boun d 
5:40 
*4:49 , 
5:15 
*1:16 
7:02 
46 :23 
6 04 
*3:01 
*8:24 
6 :59 
7:09 
*4:45 
*9:5S 
*8 :16 ; ;s:30 
6 .36 
♦11.29 
*10:26 ' *10:03 
*8 :30 
*1:23 
*l-:45 j *11:34 
*10:32 
*3:23 
I 
t Limited Train . Town stops on ly. 
* Limited 
Train s — Will 
stop 
at 
coun try stops on request or flag. 
Light Face A. M. Dark Face F. M. 
Dispatch Freight 
for d elivery at 
station s han d le« , on all train s 
FR E IG H T SERVICE 
\Vr t Houn d — l'i:0,r) A. M. ex..Sun d ay 
Last Boun d — 6:30 A. *\1. ex. Sun d aj 
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PROPOSED PARLEY 


French Charges That Nava! Confer­ 
ence Would Undermine Geneva 


Bcdy Denied in U. S. Note 


SIMILAR ONE TO ITALY 


Asserts Partial 
Limitation 
Could 
Expose Nc Power to Navies if 
Powers Not Included 


Washington, 
March 
Id—<U.R) 
French charges that the 1 
proposed 
Coolidge naval conference would u n ­ 
dermine authority <d the League 
of 
Nation» were domed by the 1 mtcd 
S ta tes in its 
note 
delivered 
to 
France yesterday and made public 
here today. 
The note to France, and a similar 
one to Italy, expressed hope 
th a t 
those governments, despite rejection 
of the President’s original proposal 
fo r a five-power conference, 
may 
•• h * represented in some manner 
at 
the Geneva ‘‘conversations 
among 
the Cnited States, Great Britain and 
J a p a n . 
Copies o f the notes were also d e ­ 
livered lie re to d ay to the Italian and 
French am bassadors. 
Replying to ob jectio n s man 
by 
those two governm ents to the origi­ 
nal proj»sal, the American 
notes 
s t a t e d : 
“ The American government is a l ­ 
so of tin* opinion that an agreement 
fo r p artia l limitation ot arm am ents 
could expose no power 
to 
danger 
from the navies of tlit* powers 
not 
included in such an 
understanding, 
since no agreement is contemplated 
which would not be sitbieet to recon­ 
sideration or revision should 
, the 
security of any p a r ty to ;t be m en­ 
aced hy the naval program of a n a ­ 
tion not included in the u n d e r s ta n d ­ 


ing. ” 
The note to F rance added: 
“‘With 
r e g a r d 
to 
the te a r 
e x ­ 
pressed ibv the Frejich 
government 
-ihat such negotiations •would 
risk 
compromising the success 
ot 
the 
work of the p re p ara to ry commis»ipn 
at Geneva, the government of the I . 
S. is of the opinion th a t all a p p r o ­ 
priate measures taken by the large 


SMIHjEIIOIEISE 


U. s. Treasury Receipts 
Estimated 
$109,000,000 
More 
Than on 


March 15 Last Yeaf 


LARGER SURPLUS !S SEEN 


Washington, March 16a*MU.R>—-A f­ 
ter an 
estimated 
$2,000,000,000 
“ tu rn o v e r " in a single day, the 
L. 
S. tre a su ry today continued its p ro ­ 
fitable second liberty loan redem p­ 
tion and im-onie ta x tra n sa c tio n s m 
diminished volume. 
Treasury officials said they 
peeted final tabulations of M arch 15 
first-cjuafter paym ents on 
income 
taxes to 
show an 
aggregate 
of 
$000,000,000 or more— *100,000,000 
more th an last y e a r ’s March 15 r e ­ 
ceipts, and enough to insure a trea- 


froni the receipts of a new 
000,000 issue of 
trea sury 
certifi­ 
cates of indebtedness. ' 


PAWNED WAR 
MEDALS 


P erth Amboy, N. J., March 10 


<U.R> 
A world 
w ar 
veteran^ who 


jumped to death from 
the 
second 
sto ry window of a Salvation Army 
hotel here had pawned his war m e d ­ 
als to get food, police believed 
to ­ 
day. P a p e rs found on the body 
of 
A rth u r Net ter, 35, St. (loud, Minn,, 
showed ho was aw arded the distin ­ 
guished service cross and other hon­ 
ors, but the medals themselves were 
racial issue in the cast*. 


Atheist Editor 
Found 
Guilty 
of 


Blasphemous Libel at Toronto 


Toronto, Ont., M arch 
lb —<U.R>— 
Krnest V. Sterry, the first m an 
in 
the history of C anadian ju ris p ru d ­ 
ence to be found guilty of blasphe­ 
mous libel, today w a s sentenced 
to 
serve sixty d a y s in the Ontario 
r e ­ 
formatory. 


Sterry, atheist 
editor 
of 
“ The 
Christian Rnquirer, ” *was convicted 
yesterd ay by a ju ry which to o k ‘only 
25 mimites to find him guilty of “ the! midnight. 


publication of words so 
scurrilous 
and opprobrious as to pass the lim­ 
its of decent controversy and to be 
calculated to outrage ihe 
feelings 
of any sympathizer with Christian­ 
ity. ” 


TAXPAYERS LEARN LESSON 


Indianapolis, March l(i— TJ.R)— In ­ 


dividual ta x p a y e rs in Indiana have 
learhed their lesson regarding 
d e ­ 
linquent income ta x returns, a c c o rd ­ 
ing to George Foote, deputy collector 
o f Internal revenue fo r Indiana, fol­ 
lowing y e ste rd a y ’s last minute rush 
to beat the dead line for filings 
at 


O U T O U R W A Y 
By Williams 


,urv siirplu 
Julv 1 considerably 
larger than the $373,000,000 hither­ 
to estimated— perhaps more 
$500,000,000. 


'secretary Mellon 
reported 
approximately one-third of tin 
000.000.000 outstanding seeom 
ertv bond had been olteved in 
sjionse to his exchange plan. 


The trea su ry is taking up 
4 ; percent bonds, 
which 
m a t i m 
next year, with 3 > percent five-yeai 
government nptes. I his issue 
the J 
first of t i e big war and 
po»!-w ar| 
issues to m ature, and the exchange 
will give the treasury more time 
to 
meet it and cat down till? 
interest i 
ra te paid b y an estimated $‘23,000,- 
000 a year. 
Two 
other 
huge 
transactions 
featured the dav in the barred 
and 
a v 
done trea su ry 
guarde* 
ing. 
\ $0 00,000.000 tre a su ry note 
i 
sue of M ay *15, 1023, fell due. 
It 
was paid froni current fund 


naval powers cannot Ipit contribute 
t o w a r d s facilitating the task of tin* 
commission. 
“ li is therefore of 
the 
opinion 
that f a r from undermining the 
a u ­ 
thority of the League 
of 
Nations 
such 
c o n v e r s a t ions as those 
p ro ­ 
posed wouhl be of great service 
to 
that body in an advance tow ards the 
solution of a difficult 
problem. 
j 


MYSTERIOUS GULLS UN 


WHITE HOÜSEEXPLÄINED 


President Coolidge Being 
Assured 
Sudden Falling Off in Buying 


Will Not Hamper 
Production 


BEN DAVIS CHEEK PUT 


TO BE REPEATED FRIDAY 


‘ Deacon 
Dubbs,” 
Success 
When 


Presented at Gfngs. Will be Given 


At Glenwood 
Friday 


NO SIGN OF BREAK SEEN 
BY GOLDEN LINK BIBLE CLASS 


By PAUL R. MALI.OX 
<"TT. P. Staff C orrespondent) 
Washington, 
M arch 
16—(U.R)— 
Mysterious calls and other activity 
at the White House 
the 
last few 
d ay s have been 
due to P resident 
Coolidge’s 
apprehension 
over 
the 
possibility 
th at the recent dip 
in 
buying might indicate a break 
in 
eeonmmic eonditons. 
The best minds of the p arty, how ­ 
ever, have informed him th a t buying 
fell 
off 
suddenly 
b e-ause 
large 
stocks were laid up and th a t p ro ­ 
duction will not he seriously affected 
because there are absorbing orders 
on hand. 


These facts were developed today 
as the reason for lengthy c o n f e r e n ­ 
ces which the president lias 
sought 
with sec retary o f commerce Hoover, 
S enator Pess, repn., Ohio 
and o t­ 
hers,— officially described a s “ social 
calls. ” 
Fess is confident th a t there is no 
possibility of a break and 
Hoover 
holds the same view. 
Both opinions 
are based on a d v i e s from 
people 
who should know the inside of 
the 
present economic situation. 
Mr. Coolidge is extremely 
inter­ 
ested in economic 
trends 
because 
they not only involve the condition of 
the country, but it is generally a c ­ 
cepted 
th at 
their 
fluctuation— if 
any,— in the next y ea r will influence 
tin* political destiny of the country. 
“ Mr. Coolidge 
will 
win 
h ands 
down in 1028 if present 
economics 
conditions co n tin u e,” 
sa y s 
Fess. 
“ I f a b re ak should develop then of 
course there would probably 
be 
a 
fight. 
“ Conditions 
generally 
a t 
this 
time, however, are prosperous 
and 
should continue so. There must 
be 
some sort of fa rm relief, 
based 
in 
m y 
opinion 
upon development 
of 
cooperative m arketing r a th e r 
than 
upon price fixing. We can take care 
of th at at the next session of c o n ­ 
gress. ” 


“ Deaeon D u b b s ,” a comedy d r a ­ 
ma with the scenes laid 
hack 
50 
vears a g o , is the name ot a show to 
he given Friday night at eight 
/O - 
clock at the Glenwood school hy the 
Golden Link bible class o f the Ben 
Davis Creek church. 
The show was 
given l a s t Friday night 
a t Gings, 
and was such a success th a t it 
is 
being repeated at Glenwood, 
where 
more people can be accommodated. 


The show is replete with comedy, 
and the costum es of the period 
ol‘ 
50 v e a r s ago, provide a unique s e t ­ 
tin g fo r the show, which 
is in three 
acts. The c a st of 
h a r a c te rs is well 
chosen, and is as follows: 


Deacon Dubbs— From Sorghum Cen­ 
ter S ta te of West Yirginny 
J o h n Looney 


Amos 
C o lem an - 
Young Law yer 


Law don Crawley 
Clothing 


M ajor 
Moses 
t ioneer 


Deuteronomy 
Product 


Rose 
Raleigh— 
Selmol M a’am 


II is 
Nephew, 


E rnest W hicker 


— A Wolf in Sheep 


Don Rees 
M cN utt— The 
Auc- 


A r th u r C ortner 
J o n e s— A 
Country’ 


A 


Carl W ynn 


B rave 
Little 


Mi 


E v a Morris 


Philipena Popover— With Both 
Eves i a» the Deacon 


Emily Dale 
' 
Village 


Richest 


Ava Ging 


Girl 
in the 


Lucile Hasselby 


-A Hired Girl 
from 
Yennie Yensen- 
Sweden 
Pauline Morris 


Trixie Coleman-— Amos’ Sister, 
Al­ 
ways in Mischief 
M arian JTinchmnn 
Villagers— Beatrice Hasselby, F lo r­ 
ence Alice Rees, 
\ el ma 
Morris, 
H oward Hinchman 


ERVICE IS A BIG WORD HERE 


ACH Goodyear Tire We Sell Is 
Correctly Applied and Corredtly Inflated 


Howell Bros. Tire Service 


ROAD SERVICE 
PHONE 2057 
Mobiloil and Mobilubricant — Purol Gasoline — High Test and Regular. 
8 Years oj Honest Service I our Guarantee 


IMS Are Checked to Make Sure There Is No 
Rust on Them to Rot Flaps and Ruin Tubes 


ALVES Are Properly Seated and Airtight 


NSPECTION—Regular Inspection 
I 
N SPEC 11UJN —Keguia 
Follows After the Sale 


c 
ANNY Tire Buyers Appre­ 
ciate that this Service Means 


ECONOMY 


Tht Only I^afly 


In Rush County 


87 Years of Continuous Service 


(United Press & NEA Service) 
Est Weekly: Whig, 1840; Republican, 1852. 
"The Newspaper Everybody in Rush County Will Eventually Read" 
Semi-Weekly: May, 1902; Daily, March, 1904, 
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All The News 


While It's News/ 


Correspondence Ffo.m All 
Parts of Rtish County 


Rochester Authorities Rely on The- 


ory Used to Convict Stephenson 


Specifications and 
Estimates 
Or- 


dered Drawn to Finish Perkins, 


Morgan and Fifth Streets 


TO WIDEN MAIN STREET 


Program for 
Next 
Summer 
will 


Probably Include North and 


South and East and West Street' 


A summer paving .program 
was 


adopted by unanimous agreement of 
the members of the 
city 
council 


Tuesday night, when 
the 
regular 


session was held, and three streets 
will be paved this year, completing 
streets that 
are 
now 
partialjy, 


paved. 


Rochester, Ind., March 1C—(U.R)— 


Acting on the theory that 
Clenn 


Butts and Chester Young are- 
re- 


sponsible for 
the 
death of "Kay 


"Foxy" Flynn, Fulton county au- 
thorities today planned to ask in- 
dictment of the pair on a murder 
charge. 
\ 


Flynn was shot, the 
two 
men 


confessed, when the three tried 
to 


hold, up a farmer...Butts and Young, 
it is charged, did not attempt to get 
medical attention for Flynn and he 
died in a short 
time 
from his 


wounds. The theory 
advanced 
is 


that Butts and Young became 
re- 


sponsible for the death of 
Flynn 


through failure to get a doctor, for 
him. 


It is the same theory of respon- 


sibility for another person's death 


IMEUJOBE 
RECEIVNNieflT 


Evidence in Haller-Ryan Auto Crash 


Trial Concluded and Afternoon 


Devoted to Argument 


rilir-ations and estimates were 
or- 


dered drawn by the city engineer, 
call for the paving 'of West Fifth 
si reel, from Harrison to the west 
end of the street; the 
paving of 


North Perkins street, from Sixth to 
Eleventh street, and the paving of 
NVirlh Morgan street from Seventh 
to Kleventh street. 


TliPKe three streets are now par- 


tially paved, and the .program 
for 


this summer, as adopted by 
the 


council, will complete these 
three 


streets, and next summer the pro- 
gram will iprolbably include two more 
streets, one north and south and 
another east and west, from end to 
end. 


Fifth street is now paved with bi- 


tuminous concrete, or asphalt, but 
slops at Harrison street. This street 
will be finished on out to the Xickle 
Plate and Big Four tracks, a dis- 
tance of four blocks. 


The Morgan street paving ends 


at Seventh street, and this 
street 


also is constructed of asphalt. The 
paving of this street will 1* extend- 
ed north four blocks to 
Eleventh 


street. The ipaving of Perkins street, 
constructed of brick, ends at 
Sixth 


street, and the engineer will sub- 
mit plans'for extending the street 
pavement five blocks to Eleventh 
street. The street above Eleventh is 
paved for 2J blocks with concrete. 


The estimates and plans of 
the 


engineer will be submitted in 
four 


types of paving material, concrete, 
wood Ihlock, asphalt and brick, and 
the council can elect what type of 
material is to be used, which gen- 
erally is given to the lowest price 
submitted. 


In addition to these three paving 


projects, the council also 
ordered 


the engineer to draw nlans and es- 


FROM PAGE FIVE 


The streets for which plans,V:pe- I that brought about the 
conviction 


1 of D. €. Stephenson former Indiana 
Man dragon, on a second 
-degree 


murder charge for the death 
of 


Miss Madge Oberholtzer of India- 
napolis. Testimony in the Stephen- 
son trial showed he refused to call 
a doctor for the girl after she had 
taken .bichloride of mvcury in 
a 


hotel at Hammond. 
— 


WEATHER KEEPS 
•EEfflNE 


Proves Detriment to .Rush , County 


Plant School Held 
Today At 


Court "House 


mmmi BRINGS 


rUBJFil BOILTT 


Six Men Indicted by Grand 
Jury 


Brought Before Court And Trial 


Dates Will Be Set 


GRAND JURY IS IN RECESS, 


This morning 
was arraignment 


day in the .circuit court when several 
of those indicted tiy the grand jury, 
were ordered into court to enter 
pleas, and prepare for trial in their 
cases. 


Joseph Butler, Roy Turner and 


Elmer McDaniel, all -charged with 
hunting law violations, pleaded not 
guilty, and the former bond 
in 


the cases was satisfactory. The trio 
is charged with hunting at 
night, 


with the use of dogs. Their trial will 
be set within a week or so. 


George Hinshnw and John Rajhm, 


charged with intoxication, posses- 
sion of liquor and transporting li- 
quor, also entered .pleas of 
not 


guilty, and will stand trial 
in the 


near future to the charges. Raymond 
XcsMt of Glenwood, .charged with 
intoxication, carrying a weapon and 
assault and battery, pleaded not 
guilty, and his case will also ibe set 


vfor trial this month. 


Of the «ight indictments returned 


by the grand jury\ last wek, all but 
one of them has been served. 


Prosecutor George stated today 


that the grand jury -was in recess 
now, and would convene again on 
April 20, when further matter will 
be taken up, and action taken on 
evidence that has been before them 
recently. 


ABOUT 100 IN ATTENDANCE 


Vocational Classes of Three Schools 
Hear Lectures—Purdue Alumni 


Hold Luncheon 


j . 


Ideal -weather •:proved -it detriment 


to the Rush County Plant School 
held in the court house 
assembly, 


roam today, as scores of farmers 
who might otherwise atteria" remain- 
ed at home to attend to farm duties. 
The attendance at the morning ses- 
sion numbered approximately one 
hundred, including1 vocational class- 
es from Webb, Walker township and 
Kushville high schools. 


The attendance was larger 
this 


afternoon. Agricultural students re- 
mained for the second session. 


All of the lectures, given ,by Dr. 


C. T. Gregory and A. A. Hansen of 
the Purdue university 
agricultural 


extension staff, were illustrated with 
motion pictures 
which served 
to 


miake the lectures of much greater 
value. 


In connection with the plant 


school, a luncheon for alumni and 
former students of the Purdue agri- 
cultural school 
was held at the 


Scanlan house and Dr. Gregory and 
Mr. Hansen 
each 
spoke briefly. 


There were eleven in attendance at 
the luncheon, which was the first 
meeting following - the 
organization 


of Purdue agricultural students 
in 


the county recently. 


The Rush County Plant School is 


the third held in the state this year, 
which is the first time anything of 
this sort has been attempted in In- 
diana. 


The morning lectures dealt with 


the fundamental 
facts --regarding 


TURN TO PAGE Two , 


A CLASH OF OPINIONS 


Witnesses on Each Side Testify tha 


Respective Cars 
Had 
Been 


Stopped when Collision Came 


' The $10,000 damage suit involving 


an automobile.1 accident, in 
which 


Martin Ilaller of Cincinnati is plain- 
tiff and J. M. Ryan of near Xew 
Salem, defendant, was to reach thi 
jury this afternoon at live o'clock 
after having been in the process oi 
trial this week in the circuit'court. 


The evidence 
in the case was 


completed shortly after noon today 
and the attorneys were given one 
and one half hours for their plead- 
ings, or three hours all together. 


The jury will be required to de- 


termine whether the plaintiff 
shall 


recover any judgment as the result 
of the accident in 1925 on'the state 
road near/ the Ora Logan residence 
south ofSRushville, Tfie action was 
brought by Mr. Haller, as adminis- 
trator of the' estate of 
Veatrice 


Haller, his wife, who died a 
fen- 


days after the automobile accideiit, 
due to injimes received. 


In seeking to recover the dam- 


ages, the plaintiff, and his wit- 
nesses allege that Ryan, riding in 
a Ford coupe,-and going in a south- 
erly direction on the state road, was 
driving the car in 
an 
irregular 


manner, zig-zagging on the road, and 
the •machine occupied by the Cincin- 
nati people had pulled off to the side 
of the highway when the 
crash 


came. 


On the other hand Mr. Ryan con- 


tends that the/ Cincinnati machine 
was coming towards his car at an 
excessive rate of speed, and that he 
had pulled his Ford coupe off to the 
side of the road and stopped, and 
was struck by the oncoming car. 


SUES FORD FOR #1,000,000 
THREE WINNERS 
WIUIOflMEO 


Circleville, Jackson Township 
am 


Glenwood Will Take Part in Dis- 


, trict Music Contest 
f < 


TO BE HEL DMARCH 22 


County Contest firings Out Fifty 


Four Pupils From Rural, Gram- 


mar and High Schools 


Aaron Sapiro, organizer of farmers' co-operatives who is suing Henry 
"Ford for $1,000,000 libel because of criticisms published in the Dear- 
born Independent, Ford's weekly paper. Sapiro complains he was 
termed a member of a "conspiracy of Jews to control the world's 
food markets," ' 


On account of the difference 
of 


opinions that existed, among., the 
witnesses, the jury will have to de- 
cide for themselves, as to 
which 


machine was at fault in the 
dent. 


TURN TO PAGE THREE 


Put to the 
Test 


A man hired to, write adver- 


tisements for a big department 
store desired to find out about 
their services.^. Incognito, he 
"shopped" it from top to bottom. 
He was every kind of customer. 
He listened in on shopping con- 
versations. 
He put the store 


and the clerks to a severe test. 
Daily 
Republican Want 
Ads 


have been put to test and we 
know they are result 
getters. 


They .are a most economical 
form of advertising. • 


Phone 2111 


TWO OF GUNK UNO PHOT 


OF lOOTJSjECOVEflED 


Bombing of Two Armored Trucks in 


Theft of $104,250 in Pittsburgh 


to be Solved, Belief 


REMAINDER OF GANG SOUGHT 


BULLETIN 


Pittsburgh, Pa., March 


The robbers who Iwrnbed two anmor- 
ed trucks and stole a $104,250 pay- 
roll of the Pittsburgh Terminal coal 
company near its Coverdale 
mine 


Friday belong to the 
same gai^g 


responsible for murdering two men in 
holdups which netted $91,000 in the 
Pittsburgh district, Paul 
Jaworski 


confessed today. 


Pittsburgh, Pa., March 1C—(U.R)— 


With between $30,000 and $33,000 of 
the $104,250 obtained in the Cover- 
dale mine holdup recovered, detec- 
tives today expressed 
the 
opinion 


that the robbery 
would 
soon be 


solved 
in 
its 
entirety. 
Further 


"treasure hunting" for the loot still 
missing will continue. 


Last night Paul Jaworski,-arrest- 


ed at the farm of Joseph Weekoski 
when it was raided Saturday night, 
confessed he "had participated 
in 


the bombing of two armored trucks 
of the Brink's e'xpress company as 
they neared the Coverdale mine 6f 
the Pittsburgh terminal coal comr 
pany. 
^ 


Detectives were led by the suspect 


to a spot adjoining,^ the Weekoski 
farm and; two .feet underneath the 
surface a milk can containing two 
packages of currency was found. 


Authorities were encouraged 
by 


J:he capture of W«ckoski in Detroit. 


Two carloads of detectives armed 


with riot'guns left early today for 
a hangout named by Jaworski where 
the remaining members of the gang 
are believed to be in hiding. 
i 


fourth Annual Oratorical \ContestW 
For Indiana High Schools Announced 


Leading 
Newspapers Throughout 


State Agree To Cooperate With 
Indiana State Bar Association In 
Sponsoring National Event 


*—I 


"The greatest competition of the" 


•kind ever held in the world," is the 
way President Calvin Coolidge des- 
cribed the National Oratorical Con- 
test, held annually among the,' high 
schools with the Constitution of the 
United-States for its subject. 


This year's contest, plans for 


"which are announced today byvthe 
Indiana State Bar Association, will 
he. the fourth, and, judging by in- 
creasing interest through preceding 
years, the largest yet held. Leading 
newspapers throughout the state are 
Being asked to co-operate 
with the 


Bar Association, and 
The Daily 


Republican has agreed to help spon- 
sor the 'contest in this district. Stu- 
dents, interested in competing in the 
contes.t, teachers, parents and others 
interested, should watch the col- 
umns of The Daily Republican 
fpr 


details of the contest, as they are 
announced. Information with regard 
to prizes, etc., will be made public 
exclusively; by this newspaper. 


The State Bar Association, 
an- 


nouncing the contest says: 


"It was never so important, as 


now that Americans should know 
the background of their country's 
history, and become better 
ac- 


quainted with the origin, the tradi- 


T«JBN TO PAGE Two 


' INDIANA — Increasing cloudi- 
ness tonight and Thursday, prob- 
ably 
becoming 
unsettled 
by 


Thursday night. 
Moderate tem- 


perature. 


THE GREAT WAR 


Ten Years Ago Today 
, 


The Romanoff dynasty ends 


in Russia as the" former Czar 
relinquishes his son's right to 
the throne and Grand 
Duke 


Michael abdicates as regent. 


Republic 
announced, 
and 


constitutional assembly 
con- 


voked by-provisional 
govern- 


ment. 
: 


RULES FOR NATIONAL 


ORATORICAL CONTEST 


Rules have 'been prepared for 


the fourth national oratorical 
contest conducted by the India- 
na State Bar Association with 
a number of the leading news- 
papers in the state co-operat- 
ing. The rules 
governing the 


contest follow: 


Any public or parochial high 


school in Indiana may enroll by 
filling out and mailing to the 
Anderson office, the accompany- 
ing enrollment card. 


Each school, when it 
enrolls 


should name some one of 
its 


students to serve as reporter 
for the oratorical contest 
for 


that 
school. 
This reporter 


should keep the newspaper co- 
operating in that district, ad- 
vised of the progress of 'the 


, contest in that school, ^the num- 
.'ber and the names of 
those 


entering, and what 
subject 


each has selected for his or her 
oration. Other schools and the 
public will be interested in such 
information. 


Any pupil of these 
schools 


who is under 19 years of age 
February 1, 192?; may enroll. 


Orations 
must be 
original 


and not require more than ten 
minutes in delivery. 
_ 
, 


Judges in every contest are 


advised to use the 
low-point 


."total system in judging. The 
ballots should be cast without 
consultation between the judg- 
es. - 
. N 


Equal weight should he given 


to compoistion and 
delivery. 


Each judge merely rates the 
speakers in the order, of the 
preference^ .such as, first, sec- 
ond, third, etc. ' 
v 


Contestants and school offic- 


ials whose schools are entered, 
should accept the decisions ,of 


the judges as final. 
The" county chairman of the 


Indiana State Bar Association, 
co-operating with the 
school 


officials the county 
contest, 


^ and the district managers, co- 
operating with 
the 
county 


chairman in Ithat congressional 
district, will have charge of the 
district contest. 


Shortly the columns of this 


paper will contain, suggestions 


• regarding the selection of 
a 


subject for ,the oration which' 
sh6nld -be helpful. 


Circleville, Jackson township, am 


Glenwood schools won first places 
in their respective classes in 
th< 


annual Music Memory and Achieve- 
jpent contest held in the court house 
Tuesday 
afternoon, 
and 
these 


schools will represent Rush county 
in the district content next 
Tues- 


day. 
' 


The Circleville team .won. 
firs 


place in the 
divisidh for 
rurai 


schools, Jackson township won firsi 
place in the division for the gram- 
mar grades, and Glenwood won the 
high school honors. 


The contest was in 
charge 
oJ 


Mrs. Florence Leitzman, county mu- 
sic supervisor. She wiH also have 
charge of the Sixth District contest, 
to be held in this city, next 
Tues- 


day, when the various winners in al! 
counties of the district, will meel 
here to decide the winners to take 
part in the state contest. 


In the coun,ty contests 
Tuesday 


afternoon, there were 54 boys anc 
girls taking ipart from schools in al 
sections of the county. Three com- 
prised a team. Some excellent scores 
were turned in during the contest. 


In the first division 
for 
rural 


schools there were 
four 
s'chools 


taking part. The Circleville 
team, 


consisting of Emma, Hines, Georg^ 
Lunsford, and Frances Keck, won 
the.first place in this division. Free- 
man school finished second ' anil 
Richland, third. The fourth school 
competing in this class 
was 
the 


Booker T. Washington 
school 
of 


Carthage. 


In the second division for gram- 


mar grades, the Jackson township 
team won first place. This 
team 


consists of Donna Oldham, Pauline 
Walker and Anna Louise James. 
Manilla was second 
and 
Milroy 


third in this 
class. The 
other 


schools taking part in tnis division 
were Mays, New Salem, 
Carthage, 


Webb, Gings, Glenwood, 
Homer, 


Raleigh and Center. 


The third 
division 
for 
high 


schools was taken %y the 
Glen- 


wood- team composed 
of 
Donald 


Brooks, Dorothy Humes and Elea- 
nor Cnlbertson! Manilla was second 
in this contest, and these^two high 
schools were the only ones'entered 
in this division. 


The Rnshville city schools 
were 


not entered in the contest. 


The district contest next Tues- 


day will be held in the court house, 
commencing at one o'clock in 
the 


afternoon. 
mm ntm ITTEHPT 


Former Policeman Implicates An- 


other In South Bend Fizzle ' 


South Bend, Ind., March 16—(U.R) 


—Raymond Lawrence, form.er 
po- 


liceman at 
Fordson, Mich., and 


Jack Hamilton, of Sault Ste. Marie, 
Mich., were, held .by police here to- 
day for questioning in -connection 
with the attempt to rob the South 
Bend state bank yesterday. 


Lawrence, police said, admitted 


his part in the attempted holdup, 
and named Hamilton as an adcom' 
plice. 
. A third man -whose name was 
withheld by police was also detained 
for questioning. 


The robbery was frustrated when 


G. M. Broadhurstf- assistant cashier,' 
fled from the bank at the risk of his 
life and spread the alarm. 


WARSAW FARMER ROBBED 


Warsaw, _Ind., March .16—<U.P>— 


Attacked by five holdup men at his 
home near -here, Williflffl Kinge, a 
farmer, today was robbed of •pep- 
permint oil worth $300, and $62 in 
cash and $37 in checks. Kinge was 
startinK-io Fort Wayne to sell thfi 
oil at the time of'the robbery. 


ILLNESS REDUCES -, 


SCHOOyVERIIGE 


Attendance .Report For 
Month of 


February Shows 1,218 Absent On _. 


Account erf Sickness 


3.770J DAYS ARE LOST 
, 


\ 


Fifth Grade at Arlington Had Per- 
fect Record For 
Month—Wash- 


ington Building Leads 


The average percentage of at- 


tendance for all schools in Bush' 
cojnnty, including Rnshville city, for 
the month of February, was 93.06* 
percent, aeteording to the monthly 
report 
submitted 
today by Mrs. 


Carolyn Chamberlain, county atten- 
dance officer. 


The percent of attendance was re- 


duced during the^ -month by 1,213 
children being out of school on ac- 
count of illness, and 86 being out for 
other reasons. In all there were 
3,7701 days lost by absence, and all 
but 60 of these days were excused1. 


In addition to the absences, there 


were 156 eases of tardiness in the. 
schools during February. Although 
the average for February of the en- 
tire county was 93.06 percent, it is 
better than for the same month last 
year, when the county average was; 
91.45 percent. 


The fifth 
grade 
> at 'Arlington, 


taught by Mrs. Dewease Beckner, 
with an enrollment of 30 children, 
had 100 percent attendance for the 
month. 


The Washington school for color- 


ed children in Eushville, had 
the 


liighest percent of attendance 
for 


any entire school, and ranked 
first 


•with 99.3 percent. ' 
\\ 


The rest «f the schools, ranked as 


follows in the list of percent of at- 
:endance for February: 
ETomer 
Manilla 
High school (R'ville) 
Srahain Anne 
Belle Gregg " - 
ETavens 
" 


Junior H. S. 
* 


St. Mary's 


lenwood 
tfilroy 
Center & Mays 
Tackson Twp. 
New Salem 
kloscow 
Preeman 
lichlantl 
Neffs. 
Boloker .T. Wash. 
Carthage 
Webb ^ 
jireleville 
•• 


Sings 
" 


lalegh 
^ 


Arlington 


98.16 
97.6 
97. 
96.2 
94.7 
94.2 
93.7 
SO. 
96.81 
92.58 
94.24 
93.78 
96. 
94.84 
94.16 
87.41 
90.- 
97. 
90.27 
91.10 
91.53 
94.64 
93.32 
96.14 


KELI5T JinUCKS 


ORTUIWEpCEMEflT 


The Rev. A. P. Renn Throws Indiana 
Baptist Pastor's Conference Into 


Confusion By Assault 


FORMER KLAN 
LECTURER. 


Indianapolis, March 16—(U.R)—The 


lev. A- P. Renn of North Vernon, 
Saptist evangelist; threw the Indiana, 
Japtist Pastors' conference into'' 
qnfusion here today with a spirited 
attack on prohibition 
enforcement 


nethods. 
- 
j 


"Present day prohibition is vthe 


liggest farce that has ever hit this 
lountry," Rev. Renn said. "If Christ 
:ame to America today and turned < 
he water into Trine he would lie put^ 
in jail as a criminal. 


"We are exalting a principle and 


osing sight of Christ." 


Several' ministers led by the Rev. 


'. B. Bowman, of South Bend, pro- 
ested against Rev. Renn's remarks 
and defended prohibition 
enforce- 


ment. 


Reverend Bowman, and Rev. 
D. 


. Dunkin, West 
Lafayette, 
and 


•Jev. S. D. Huff, of Pern, were ap- 
jointed as a committee to draft re- 
olutions endorsing prohibition en- 
oreement. 


Rev. Renn, •-who jwas at one time 


a Ku Klttx 'Han orator, testified be- 
ore the R'ee'd senate investigating 
ommittee during the investigation. 
f Indiana politics. 
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TOICESIFfHCEITS 


Indianapolis, 
'March 
16—(U.R)— 


. The hog- market 
was erratically 


weak on the Indianapolis Livestock 
Exchange today, prices ruling steady 
to 25 cents off. The run included 4,- 
500 porkers and 
only the 
<better 


lightweight material remained 
un- 


changed. 


Choice lights, sold at the same top 


price as Tuesday, $12.25 but bulk of 
the sales were much lower moving at 
$11.90-12.15. 


Cattle were fully steady with 1,- 


200 fresh boviiies included 
in the 


run. Beef steers sold at $8.25-10.50 
while beef co\ys 'brought $5.50-7.50. 


Calves remained steady with 
a 


run of 900. Best vealers brought a 
top of $15, while others sold at $14.- 
50 down. 


The sheep and lambs market was 


steady wiUi prices unchanged. Re- 
ceipts were estimated at 300. 


Chicago Livestock 


HOGS 


Kcccipts— 1!),(I(H) 
Market—Uneven 


Heavyweights _. 
10.90@11.35 


MiMliuniwi'jfrht.s 
11.25(n}11.85 


Lightweights 
11.35@12.05 


Light limits 
31.25^12.00 


Slaughter pigs —I— 11.25 
Packing sows -1 
1- 10.1$ 


CATTLBf-3,000 
Market—Slow 


Steers,(1500 Ifc) up good to 


choice -'—'. 
10.75@13:2 


Steers (1100 to 150(1 Ibs) 


choice 
il.50<cbi3.-i, 


Mediums 
d. 


Good 
: 
— 10.0ft@12.5 


Steers (1100 His down) 


choice 
11.25^12.5 


Good — 
- 9.5«@11.5 


Mediums, 
8.50@10XX] 


Common 
. 7.25(<D9.0 


Common' 
7.25(5)9.1 


Light yearlings steers and heifers 


(850 ll)s) good and choice 


__: 
9400@12.2c 


Heifers good and choice 


(850 libs) _- 
— 7.25(5)10.7. 


Cows good and choice -r_C.50@8.2t. 
Common to choice 
G.00@8.5i 


Common and mediums —5.10@6.5i 
Canners and cutters — 4.25@5.1' 
Calves med and choice —7.00{5;8.5 
Vealers - 
6.00@14.<K 


Feeder and Stoeker Cattle 
Common to choice 
6.75(559.3.. 


SHEEP RECEIPTS—10,000 
I 


Market—Steady 


Lambs light and hearyweights 


(84 Ibs down) medium to 
choice 
13.25@15.4C 


Cull and common 
10.75@13.2c 


Ewes common to choice _7.00@9.5 
Canners and cutters 
2.50@7.0i 


Feeding Lamb range stock full 


wnoled mediuif to choice 


12.50@14.1£ 


.iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiHiiiiiiiiiimiiiiittHlt 


THE FIRST BANK IN RUSH COUNTY. 


UNDER U. S. GOVERNMENT SUPERVISION 


founded' 


on 


Security 


Built 
by 


Service 


Have You|a Friend— J 


\vho not only wants a banking connec- 
tion, but also a place where he can 
bring his financial and 
business 


problems? 


If so, we shall be glad to welcome 
him here. 
,, 


Ruchville 
National Bank 


"Strength and Ability — 


Plus the Willingness to Serve" 


V A R L E Y ' S 
CLOSING OUT SALE 


This Is Our Last Week 


Gained Peis, Cora, P«rk & Bern 


Your Choice Sc Each 


Prices Never Before Equaled. 
You May Never 


Be Able To Buy Again at These Prices. 


Damaged Labels and Rusted Cans 


POST BRM, Per Box IQc 


Spices, Regular lOc Boxes — 4 for 25c 


Red Pepper, Ginger, All Spice, Cloves, Nutmeg 


and Cream of Tartar 


All lOc Soap — 2 for 15c 


All 5c Toilet Soap — 3 for lOc 


PENNANT SYRIP, \ fafloi 35c 


.Matches — 8 Boxes for 21c 


If you want any Fixtures — Ours Are For Sale 


This Is Our Last Week — BUY M)W 
/ 


(By United States Department of 


' 


Receipts— 4,500 
Ttfarket— Steady to 25c off 


Heavies over 300 Ibs— 11.00@li.2 
275 to 300 llfs _______ 11.25@il.5 
250 to 275 Ibs --I-— 11.50^11.6 
Med 225 to. 250 Ibs — 11.60@11.8 
200 t6 250 Ibs ^•_^_— 1 11.60<®12.0i 
Lights 160 to 200 Ibs _'-12.10@12.2 
160 to 18 Olbs -------- ..12.0tt@12'.2' 
Light lights 130 to 160 Ibs 
_______________ „ ll.75@12.li 


Slaughter pigs 90 to 130 Ibs 


_________________ 1L50@12.0C 


Packing sows smooth _10.50@10.7^ 
Boughs _____________ 10.T)0@10.5C 


CATTLE— 1,200 
Market— Steady 


Beef steers 
---------- 
8.25@10.5< 


Light yearling steers and 


heifers ___________ 10.00@12.0 


Beef cows __: __________ 5.50<g7.5« 
Low cutter and cutter cows 
_______________ . ___ 3.75@5.2. 


Heavy calves _„. ______ — G.5»@9.0t 
Bulk stocker and feeder 


steers ______________ 6.75@8.0« 


Vealers _____________ 14.00@15.OC 


SHEEP— 300 
Market— Steady 


Top1 fat lambs 
-------------- 
15.0i 


f 


nlk fat lambs ______ 12.50@14.5l 
ulk cull lambs — ~- ___ S.00@11.5 


East Buffalo Livestock 


Receipts—1,600; holdovers 1,333 
Market—15 to 25c off 


250 to 350 Ibs 
ll.60@12.ll 


200 to 250 Ibs 
12.00(o)12.4i 


160 to 200 Ibs 
12..-!5<ffil2.<i< 


130 to 160 Ibs 
12.50@12.7£ 


90 to 130 Ibs 
12.50(0)12TT5 


Packing sows 
10.50@11.2i 


CA-TTLE—50 
Market—Steady 
CALVES—£00 
Market—50c down 


Beef steers 
9.00@11.5( 


Light yearlings steers and 


heifers 
" 
10.35@10.5/ 


Beef cows 
— 6.25(5)7.2, 


Lower cutter and cutter cows 


3.25@5.5C 


Vealcrs 
- 
15.50@i6.0C 


Heavy calves 
6.50@9.0( 


Bulk stock and feeder 


steers* _J 
6.75@8.0( 


Sheep receipts—300; 
holdovers 


3,100. 


Market—Steady 


Top fat lambs 
'... 15.00@15.25 


Bulk fat lambs 
15~.00@15.25 


Bulk fat ewes 
6.50@8.50 


Bulk cull lambs 
._ 11.00@12.50 


Chicago Grain 


Open 


1.371 


L31J 


1.291 


763 


SOI 


453 


«2 


1.022 


1.01 


901 


High 
Low 
Close 
Las 


WHEAT 
closi 


May 


1.383 1.373 3.38! 1-3/5 


July 


1.321 1.31? 1.32J 
1.32s 


September 


1.30g 
1.20A 
1..WJ 1.20J 


CORN 


May 


77 2 
76 J 
7ii 
7Gj 


July 


8]J 
80J 
81g 


September 


85 
84,' 
841 


OATS 
May 


45.? 
45.1 
45i 


July 


,4(j} 
452 
4GJ 


September , 


44J 
44] 
44J 


RYE 
May 


1.03g 
1.021 1.03! 1.03 
July 


1.01 j 1.01 1.01 i' i.oii 


September 


972 
yi> 
973 
% 


SOI 


84J 


451 


453 


44g 


Indianapolis Grain 


CORN—Steady 


No. 4 white 
54<g5S 


Jyp. 4 mixed 
513(«'55i 


No. 4 yellow 
'. 
54C<£5 


OATS—feteady 


No. 2 white _- 
. 
421@45 


No. 3 -white 
39@42 


HAY—Weak 


No. 1 timothy 
_ 
l(i.50@17.00 


No. 2 timothy 
'. 
15.50@16.00 


Light clover extra ____16.5(K5>17.00 
No. 1 clover 
— 15.50@16.0<) 


Toledo Livestock 


Hog receipts—600 
Market—25 to 30c off 


Top __"_^ 
-J 
11.00@11.25 


Heavies 
11.75@i2.00 


Yorkers 
— 12.00@12.25 


lood pigs 
12.00(6)12.50 


QALVES ^ 


Receipts—Light 
Market—Steady to 25c np 


SHEEP AND LAMBS 


Receipts—Light 
Market—Slow 
. -, 


Bodies of Two .Small Children Found 


in Deserted House" in Gary and 


.Parent is Sought 


THREATS ARE RECALLED 


qhicago, March 1<P-<U.P.>—Pitts. 


burgh and Chicago authorities todaj 
combined in a search for 
Walte 


School, who kidnapped his two sma 
children from a 'Pittsburgh school 
Jed them to a deserted 
house 


Gary, Ind., and murdered thein./ 


Bodies of the two children, ^ 


ian, 8, and Donald 6, were fourid 
Gary ye'sterdays afternoon" 
when 


Scholl's estranged wife—foster mo 
ther olthe children—led Gary po 
lice to the house and broke down 
the doors^ 
•• v 
. 


Scholl, because his business 
ad 


ventures had failed and had' led him 
to jail for^ frauds, is 
believed t( 


have been cra/.ed. He hau Written 
Mrs. Scholl hi Chicago, stating tha 
he planned to murder his 
children 


rand then.end his own life. " 


Scholl and his second wife, Mar 


garet, were married in 1923. The. 
differed and separated, the. fathe 
sending the children to their grand 
father in 
Pittsburgh, 
the 
Rev 


Charles Scholl. They were sent to 
school iii Pittsburgh but dfeappcare< 
shortly before. Christmas. 
\ 


Two weeks ago Scholl rented 
i 


house in Gary. The nearest house i 
almost a block away and no^ on 
ever saw Scholl or 
the 
children 


about the house, police learned. 


Last Thursday Jens Jorge'nson o 


Chicago received two letters 
fron 


Scholl.- In them he told 
of 
being 


"tired of life" and expressing 
desire to die: lie. said, however, h 
•would not leave his 
children an 


'predicted he would "kill them" an 
"follow soon."_ 


Then Scholl was seen near 


church attended by 
Mrs.,, Scholl 


Once he asked the priest t<5 aid bin 
in findjng his wife. 


These circumstances worried th 


woman and she called Gary 
polici 


and yesterday ,' tJn-y went 
to 
th 


house in Gary where the bodies o 
the two children were found. M3otl 
children were on beds 
and 
the! 


clothing 
apparently . had 
been 


smoothed down after the effects o 
the ether had made 
them uncon 


scions. 


The children's foster mother is it 


a state of eolla'jise today. 


Cincinnati. Livestock 


lloij receipts—2,700 


Market—Around-25 to 40c off 


250 to 350 "His 
10.75@11.7a 


20(1 to 250 Ibs 
11.75@12.1( 


KiO to 2(1(1 Ibs 
12.00@12.lf 


Kill to IfiO Ibs . 
12.00@1'2.1( 


90 to 130 Ibs 
- 10.00@12.00 


Packing sows 
9.25@10.25 


CATTLE—550 
CALVE RECEIPTS—050 
Market—Slow to steady 


Beef steers 
— 
7.50@10.00 


Light yearling steers and heif- 


ers 1 
7.00@10.00 


Beef cows 
, 
5.50@7.50 


Low cutter and cutter cows 


4.00@5.00 


Vealers 
- 
9.00@14.00 


Heavy calves 
(>.00@9.00 


Bulk stock and feeder 


steers __„ 
G.eO@8.00 


Sheep receipts—GOO 
Market—Slow, steady 


Top fat lambs 
16.00 


Bulk fat lambs „ 
13.00@1G.00 


Bulk cull lambs 
7.00@11.00 


Bulk fat ewes 
5.00@8.0(1 


WEATHER KEEPS 


FARMERS AT HOME 


FrtOM PAGE ONE 


plants and weeds, 
the 
speakers 


•itressing_cssential things to "be re- 
nemberccl in any treatment of the 
subject. Mr. Hansen's topic 
was 


•'How Plants Live, Work and Rc- 
in-oducc" and Dr. Gregory's theme 
was ''How and Why Plants Become 
Sick." 
.- 


The afternoon lectures were- de- 


rotcd.to the practical'Application of 
cssons 
learned through 
expevi- 


nenting with plant 
diseases. Dr. 


jregory spoke regarding methods 
;hat should be followed to eliminate 
plant disease losses in'Rush county, 
md Mr. 
Hansen's lecture dealt 


specifically with means of'control- 
ing and. destroying \ weeds in Rush 
county. 
' 
. 
' 
. 
' 
• 


At the 
luncheon 
session 
Dr. 


Iregory outlined the work that 
is 


being- d^nc with hybrid :-«orn. at Pur- 
lue university and said that (three 
urdue alumni in1 Rush county- were 
login some work alo'ng- this line this 
itiiimier. \Tliey aTe Iran Alexander 
if Ruslmlle township, Allen Black- 
idge of Union township-and Paul 
rnel, v vocational instructor in tne 


/ 
v 


Separate the Sexes 


Whea the young cockerels reach 


the weight of one and one-half 
to 


one and three-quarters pounds, they 
should be segregated from the^ pul- 
lets. This will be when they are ten 
to twelve weeks old. At this 
same 


time all slow growing or weak ap- 
pearing chicks should be killed. The 
cockerels that seem-to be the largest 
in' size, most .active and 
vigorous 


arid conform' most ne'arfy to 
the 


ideals' of the poultrymariy. can 
be 


sared as prospective future breed- 
ers. 
; 


If they- are Leghorns they \yonld 


better b'e put on a ''bachelor" range 
away from hens and 
pullets ; so 


they will not mature £00 cfuickly or 
bother the pullets. If they are of the 
heavier breeds they can be put with 
the choice, pullets that are Co 
be 


grown out; All that are not to be 
kept, should be sold as broilers when 
they reach albout two pounds 
in 


weight. 


Fourth Annual Oratorical Contest 
for Indiana* High Schools Announced 


FROM PAGE ONE ' 


lions, the progress and the philoso- 
phy of their government, and get a 
higher appreciation' ofc the ideals of 
the fathers who framed it. 


"Through enlightenment, Ameri- 


can institutions Will be perpetuated. 
When the citizenship of this -country 
learns the truth aCout our form of 
government, the history of the con- 
ditions which brought it into being, 
they will not ibe easily led astray by 
demagogues. In the schools must be 
laid .the foundation foi- this more 
enlightened citizenship."" 


AH^bona fide secondary pupils un- 


der nineteen years -of -age ou Feb- 
ruary 1st of this year, are eligible 
to compete in the oratorical contest. 
Their 
orations 
must 
be, original 


work of-their own, and their delivery 
must not consume more 
than ten 


iinimites. Their treatment 
of 
their 


subjects must .combine 
historical 


background with application to con- 
ditions of today. 


In its preliminary announcement, 


the State Bar Association describes 
the conditions of the contest as fol- 
lows: 


"The contest is based upon the 


Constitution of the United 
States 


and all subjects selected must deal 
with the Constitution. Wide latitude 
is given in the choice of subject so 
long as it conforms with the general 
requirement. By way of suggestion, 
the followingLs,uhjects a.re proposed.: 


The Meaning of the Constitution 


Today. 
' 
' 
. 


America's Contribution to Co'nsti- 


tutional Government. 


Washington's Contribution to the 


Constitution. 


Hamilton's Contribution "to the 


Constitution. 
' 


Franklin's 


Constitution. 


Jefferson's 


Constitution. 


Marshall'^ 


Constitution. 


Madison's 


Constitntion.- 


Webstcr's Contribution 


Constitution. 


Lincoln's 
Contribution 


Constitution. 


My State's Contribution 


Constitution. 


In orations that deal biographi- 


cally with the men included in the 
above list,, it is expected that 
the 


speakers will show how 
the in- 


lluencc of the men discussed survi- 
ves today. In orations that deal -with 
the general subject of the Constitu- 
tion, it is expected that each speaker 
will discuss the significance of 
the 


Constitutional provision covering the 
subject chosen—the citizen's duty to 
vote, for^examiple—and show its ap- 
plication \oday. 
It is emphasized 


that the coiltcst revolves about th 
Constitution and, that it is ik'signei 
to increase respect for and interest 
in American institutions." 


Blank cards for the enrolling of 


contestants will be supplied to all 
high, schools -within -a^fcw 
days. 


The Daily, Republican will announce 
'urthcr details regarding the rules 
;o govern the competition* and the 
3i-izes that may 'be won, within n 
'ew days. Meantime, this newspaper 
joins witli'the local committee of the 
Bar Association in _ursrinsr students 
n tije schools, of the .community t.o. 
study for and 'enter the 
contest 


when the 
enrollment 
blanks 
are 


ready. 
. 
. ' 


Contribution to the 


Contribution 
to 
tnc 


Contribution 
to the 


Contribution to 
the 


to 
the 


to) 
the 


to the 


Reroof this time 


for all time 
\ 


' 
Gena*eo Latite Shingles are not onty weatber- 


•afe. firr «rif r and economical in cost, but ttejr laat 
for year* WitK little or ho cost for repairs. 


That'* because they are made of tough. long' 


fibred felt sandwiched between thick layers of 
Trinidad li°v" Asphak Cement— a product of the ages. 


Equally important— you can lay them right over 


your old worn-out wooden shingles just as easily as 
over new boards. No ripping off of the old roof- 
no taking risks of damage by sodden storm. 


Genasco Latite Shingles are locked tightly 
ther— clamped firmly to your root No curling— 
tog 
no flapping in the wind. 


Made in three natural unfading color* red, 


green and blue-black. Come in and let us show yoa 
these wonderful abmglcs, 


Union Roofing Company 


142 South Main. 
W. S. O'Neal in Charge. 


Rushville, Indiana 


Phone 1416 


Latite 
Shindies 


--..' 
.--;..- .-..-.-^P. .-•: .; : . A _ 


.Valker township schools. 


Mr. Ilanscn. talked, briefly at 
tlje 


tmche'on regarding the relationship 
hat should exist between the-Pur- 
lue agricultural school and its' alum- 
li and former students. The pur: 
rose of organizing the alumni and 
'ornipp students throughout the state 
s to arouse wore interest 
in the 


ork of the school aiid to prjeparc 
hose -who have had the advantage 
f the training for 
leadership 'in 


lieir respective /counties. 


Executor's Public Sale of 


Household Goods 


The undersigned Executor of the will of George B. Covell, de- 
ceased, will, pursuant to the order of the Circuit Court of Rush 
County, Indiana,'on 


Saturday, March 26, 1927 


AT ONE O'CLOCK P. M. 


sell at public auction, at said decedentfs late residence, in the 
tow.n of Homer, in said county, the goods and chattels of said 
decedent, consisting of Dining Table, chairs, and sideboard, and 
other dining room furniture; also bookcase, lounge, four rugs, 
five rocking i chairs, library table and complete line of living 
room furniture; also, one base burner, one good heating stove 
and sewing machine; also kitchen cook stove, kitchen cabinet 
and full line of kitchen furniture and utensils; also four bed- 
steads, with springs, four feather beds, three mattresses, ten 
feather pillows, two wash stands, and other bed room articles. 
The Sale will include a Full Line of Good Household Furniture 


TERMS—CASH 


Sale Commences Promptly at One O'clock P.'M. 
James W. Arbuckle, Executor 


REX KEMPLE,7Auctioneer. 


PUBLIC SAL 
of Household Goods 


I, the undersigned will sell at Public Auction at my rest- 


dence, at 521 North Jackson Street, on 


SALE TO BEGIN At1:00 O'CLOCK 


The following articles: , 


ining room table and chairs, rocking chairs, bedsteads, 


carpets; one,heating stove, one cook stove, one four-hole 
oil stove used only short period of time, dishes, linoleum, 
and other articles too numerous to mention. ' 
, 


l^DGAR NOBLE 


Dusty Millet, Auctioneer, 
i 


*^a»* 
-M^r-^^S-f^^" 
ArOperetta/ 


- 
J ".Given by Grades-1 to 5 of^Vrlinglonf School 


In School Auditorium — 8:00 P. M. 
r 


Reserve Seats on Sale at Wicker's Store 


•/ Adults 35{*. 
School Children'25^ 


Friday and Saturday 
MARCH 18 and 19 


K. 


JlVOffl UGLY PIMPLES 


A pimply face wiffnot embarrass you 


much longer if you get a package of 
^Bf. Edv.-crds'-QIive Tablets. Ihe^kia 
should bepin to clear after you have 
taken the tablets a few nights. 


Cleanse the blood, bov.-els and liver ' 


•with Dr. Edwards'.Olive Tablets, the 
successful substitute for calomel; there's 
no sickness or pain after taking them. 


Dr. Edwards' Olive Tahtets do that 


•syhich calomel does, and just as effec- 
tively, but their action is gentie and 
safe instead of severe and irritating. 


No one who tckes Olive Tablets is 
ever cursed with a "dark brown taste," 
a bad breath, a dull, listless, "no good" 
feeling, constipation, torpid liver, bad 
disposition or pimply face. 


Olive Tablcts'are a purely vegetable 


compound mixed with olive oil; know 
them by their olive color. 


Dr. Edwards spent years among pa- 


tients afflicted with liver and bowel 
complaints and Olive Tablets are the 
immensely effective result. Takenightiy 
for a week. See hov much better you 
feel and look. 15c, 30c, 60c. 


Chiropractic 


The Key To Health 
Monks and 


Monks* 


Rushvilic Pioneer Chiropractors 


Hours 10 to 12—2 to 5—7 to 8 


123 West Third St. 


Consultation and Spinal Analysis 


Without Charge or Obligation 


PHONE 1974 


11 Years Success in Rushville 


OwdhVbfc Pictures Corporetba 


P81SU1T3 


frmnz 
LfUAB'S 
fitMOUS 
OPfftTTfl 
8f 


And The Great Serial 


"HOUSE WITHOUT A KEY" 


—Bprt Mnllin spent this 
after- 


noon in Tndianapolisr" 
~ 


—Albert Schrichte was a business 


visitor in Indianapolis today. 


—Mrs. Mary Moore was a tmsi- 


npss visitor in Indianapolis Tuesday. 


—Miss Irene fieraghty has return- 


ed to her honip here from Chicago, 
111., where, she sppnt a few days on 
business. 


—Miss Theressa Reardon has re- 


turneil to her home in Indianapolis 
after spending1 a few days .here 
with friends and' attending'the fini- 
eral of Mrs. C. M. Dngle, 


—Miss Dorothy Logan, a student 


of Glen Eden 'College at Stamford, 
Conn., will arrive home Saturday to 
spend two weeks with her parents, 
Mr. and Mrs. Jesse Logan of this 
city. Mr. and Mrs. Logan will meet 
their (laughter at Richmond, Ind. 


MM GOLD STRIKE 


NUNS II Bin 


mmm mm-n 


Fifteen Jnjured in Wheeling, W. Va. 


Collision Caused by ,Fog 


Infant Child Buried 


An infant child of Mr. and Mrs. 


Ray Clarkson, 306 North Arthur 
street, was buried this afternoon in 
East IIill cemetery.. 


Operation for Gall Stones 


Mrs.- Julia Kuntz, living near Ma- 


nillii, underwent an operation Tues- 
day morning at the Major hospital 
in Wiel'byville for gal! stones. 


WANT ADS BRING RESULTS 


TONIGHT — LAST TIME 


Great Mystery Drama 


Comedy 


"Snookem's Buggy Ride 


THURSDAY — FRIDAY 


MATINEE FRIDAY 


Taken To M. E. Hospital 


A. W. Wilkinson, who 
has been 


seriously ill for the ' past 
several 


weeks, lias been removed from the 
Sexton hospital to the 
Methodist 


hospital in Indianapolis, for treat- 
ment. 


Grass Fire-Extinguished 


Burning trash this morning set 


fire to grass on vacant lots 
near 


Tenth and 
George 
streets, 
and 


threatened to set fire to 
several 


building's. The fire department was 
summoned, and the grass fire 'was 
extinguished -before any daninge re- 
sulted. 


Long Before Sunrise, Motley Cara- 


• 
van of Prospectors Start for 


' Dropping Springs 


ORE IS FABULOUSLY RICH 


Phoenix, Ariz., March 16—<U.R>— 


Long before the first rays of sun- 
light broke over the mountain tops 
today, a motely caravan of pros- 
pectors, mining engineers and sur- 
veyors started over desert roads to 
Dropping Springs, scene ~oi Arizon- 
a's bonanza gold strike. 


The strike, perhaps richer 
than 


the Weepah, Xev., gold 
discovery, 


was announced by James B. Girand, 
veteran Phoenix 
mining 
engineer 


who displayed ore samples assaying 
as high as .$100,000 a ton. 


Girand's story of the strike 
was 


substantiated by diaries Diehl, of 
the Arizona assay office, who said 
he had visited the scene and'Super- 
vised removal of ore samples. 
It 


was impossible to state the 
exact 


extent of the strike but a mother 
lode with visible surface tracings 
extending nearly half a mile was re- 
ported by veteran .miners. 


Men versed in gold mining 
ex- 


(pressed themselves "amazed" 
at; 


the samples shown by Girand. They 
said the strike was without parallel 
in Arizona's history and rivaled any- ',_ 
thing ever reported in gold discov- 
ery. 


Daniel McGraw, goldfield 
miner, 


slfrnek the rich ore 11- days ago. 
Since then owners have 
heen en- 


gaged in proving claims, optioning 
adjacent land and putting their af- 
fairs on a legal basis. 


"In my three decades of mining 


experience in Arizona I have seen 
nothing like 
this strike," 
Girand 


said. "I have never seen such fabu- 
lous! v rich ore. 


Wheeling, W. Va.,' March 16—<U.R) 


—Fifteen -persons were injured when 
two Wheeling-Wellsburg interurban 
cars crashed head-on near Power, 
W. Va., -five mile's from Wellsburg, 
today. Heavy fog was blamed for 
the accident. 


Charles Lewis, 43, negro, Dayton, 


O,, suffered a fractured skull, and 
Elmer Flaherty, 
64, Whellsburg, 


suffered internal injuries". Thirteen 
other persons were removed to their 
homes after 
their 
injuries 
were 


treated at the Ohio Valley general 
hospital here. 


13 Hurt in Bus Crash 


Gary, Lid., March 1C—(U.R)—Thir- 


teen persons were recovering 
today 


from injuries suffered last night in 
a head-on collision 
between two 


short line motor coaches between 
Gary and Hammond. 


Three of the injured were 
taken 


to St. Margarets hospital in Ham- 
mond for treatment. Most of those 
injured were cut by flying glass or 
bruised by being 
hurled 
against' 


seats by the force of the collision. 


The force of the impact shattered 


the windows of both coaches, " tore 
many of the: seats loose, and caved 
in the engine of one of the coaches. 


Represents R. H. S. 


Luther A. Lockwood, principal of 


the Rushville high school, went 
to 


Chicago Tuesday night to represent 
the local high school at the annual 
meeting of the North Central 
As- 


sociation of Colleges and Secondary 
Schools. The session 
will continue 


until Saturday night. The Rushville 
high school is a member of ^ie. as.- 
sociation. 


• "It looked as if the samples had- 
heen sprinkled with gold n'hrc 
and 


nuggets, 
lilc." 


It was almost 
uivbejieva- 


SCOPE OF SXPi-FORO 


LIBEL SUIT IS 1FOLOED 
i\ ~ 
* 


William H. Gallagher, Attorney for 


Plaintiff, Tells History of Co-op- 


erative Marketing 


GIVES IT STATE BY STATE 


TWO DEMIiRBERSflLED 


HMOSJCli 


.Constitutionality 
of 
Impeachment 


Action Raised by Attorney Gen- 


eral and Dearth's Attorney 


NO HEARING THIS WEEK 


, Jndianapcflis, March 
16—<U.R)— 


Two 'demurrers were on file today in 
the Marion county circuit court/ to 
the-petition, for,i a mandamus for 
reinoivalJ of Judge Clarence Dearth 
of Muneie -while, he is awaiting im- 


Manilla Man's Leg Amputated 


James Cnrson, of Manilla, under- 


went an operation at the Major hos- 
pital in Shelby ville Tuesday mdrn- 
ing, for the amputation of his right 
leg, below the knee. Mr. Cnrson was 
injured recently in Louisville, Ky., 
when lie was run over by an auto- 
mobile. His leg was broken and the 
break would not 
heal 
properly, 


which required the amputation of 
the leg. 


Family Quartet to Appear 


The Floyd Family quartet 
Trill 


give a program at the Wesley M. E. 
church Friday evening, it was 
an- 


nounced today. The qiiartet is com- 
posed of a mother and three daugh- 
ters, and the personnel is as fol- 
lows: Mrs. Gertrude Floyd, basso; 
Miss Mary Floyd, first tenor; Miss 
Mabel Floyd baritone; and Miss Jul- 
ia Floyd, second tenor. The public 
is invited to1 hear the program. 


New Strike in Nevada 


Tonopah, Xev., March If—(U.R)— 


The gold Hire "beckoned today 
to 


Barrel Springs, four and one-half 
miles from Weepah, as a new strike 
crept into prominence. 


The vein which Wes Watson vet- 


eran "desert rat," - uncovered 
at 


Barrel Springs Wednesday and sold 
yesterday to Edward J. Roberts' of 
San Francisco and Homer Black for 
$70,000 holds prospects almost 
as 


bright as the Weepah Bonanza, min- 
ers declared. 
• 
i* 
s15f 
! 


liie vein is 40 feet wide with a 


five-foot width of ore, showing an 
average assay of -$78 per ton gold. 


On the one side of the strike dig- 


gings the rocks fairly 
glisten 
in 


places with gold, while selected spe- 
cimens are estimated to run as high 
as .$5,000 per ton. 


The vein already has been traced 


for 4,500 feet, the new owners said. 


'DAMAGE SUIT TO BE 


RECEIVED TONIGHT 


Chapter, Council Inspection 


The annual inspection 
of Rush 


Chapter. Noi. 24, Royal Arch Mas- 
ons, and Riishville Council No. 41, 
Royal and Select Masters, will take- 
place Thursday evening. Council de- 
grees will be conferred beginning at 
5:00 p. m., dinner at 6:30 p. m^and 
M. E. It degree at 7:30 p. m. All so- 
journing companions as well as re- 
sident members are icoirdially 
and 


•fraternally invited to 'be present. 


FROM PAGE ONE 


Court Room, Detroit, March lf>-«- 


KU.R)—The vast geographical scope of 
the Ford-Sopiro libel case was un- 
folded to the jury today. 


'William Henry Gallagher, 
chief 


counsel for Aaron Sapiro, who 
is 


suing Henry Ford for a million dol- 
lars, told the history'of co-operative 
marketing state by state and denied 
that Aaron Sapiro directed the var- 
ious associations for his own bene- 
fit or for the profit of, an alleged 
Jewish ring. 


Gallagher made it clear that be- 


fore he is through the jury will hear 
the history of co-operative market- 
ing in nearly everv state in the un- 


The I. W. W. troubles in the Pa- 


cific northwest were described with 
a vehement pffer to disprove charg- 
es that Sapiro directly or indirectly 
fostered such radicalism. 


Sen. James A. Reed of the 
de- 


fense counsel objected to the refer- 
ence to Ford's anti-semitie ideas 
during Gallagher's statement. 
The 


court sustained Reed and Ford had 
won the first clash 
over whether 


Jewry is an issue. 


Gallagher approached the 
issue 


from another side. 


"We will show you Mr. 


senate. 


Attorney; general Gilliom filed a 


demurrer on behalf 
of 
Governor 


Jackson inw hich he raised numer- 
ous legal -points in- support of his 
previous opinion that the impeach- 
ment action was unconstitutional. 


The second . demurrer, 
• filed by 


Frederick Van Nays, attorney for. 
Judge Dearth, alsrt raised the issue 
of constitutionality of the impeach- 
nent action. 


The 'mandamus suit, regarded 
as 


move -toy Dearth's friends to se- 


cure an early showdown in court 
on the legislature's power 
of im- 


peachment, -seeks a writ to compel' 
;he governor to. make a temporary 
appointment to the Delaware county 
lench "while the impeachment case is 
lending. 
„ 
^ 


Governdr Jaiekson 
waived 
any 


question as to the right 
to bring 


mandamus action against him and 
the demurrer of Gilliom .brought the 
issue of constiOuticfrality 
to 
the 


front. . 


Action on the suit in the Marion 


county court is not anticipated until 
after' the senate 
begins 
the im- 


peachment hearing of Dearth. The 
hearing is scheduled to start next 
Monday afternoon. ' ' ^ 


Judge Harry Chamberlain of ' the 


Marion county; court said it would 
be impossible to hear the uiandSmus 
suit this week. 


Ralph Kane, Indianapolis attor- 


ney who 
urged" impeachment of 


Judge Dearth in a hearing held be- 
fore a house committee' of the leg- 
islature, advanced the opinion that 
any mandamus action against^ the 
governor is illegal. 


He asserted the governor has 


authority to waive the question 
legality of a mandamus suit.. 
. Lewis Bowman, state auditor, in- 
dicated today he would refuse 
pay expenses or salaries for 
senate impeachment session. 


Although provision was made in 


the appropriation bill passed by the 
legislature for the costs of the im- 
peachment session, attorney general 
Gilliom held that "clause of the bill 
was unconstitutional. 


CLAIMS SHOOTING ACCIDENT 


Brooklyn, N. Y., March 16—^.R>— 


Three youths in their "teens were 
under arrest today 
in connection 


with the slaying of Anna L. Harris,* 
l(i who was found dead in h«r mo- 
ther's home Monday. Walter Gold- 
hei^r, 18, next door neisrhhor of the 
Harrises, was formally -charged with 
the slayin."', although he said the girl 
'abcSaentaBy shot heWelif las' ?he 
scuffled with her for possession of 
a pistol. 


With the attorneys being allowed 


three hours for their arguments, and 
with the instructions of the -court 
to- follow, the case was expected to 
be given to the jury at five o'clock 
this afternoon. 


Among the new business in court 


today was the granting of a change 
of venue in a case, in which Clar- 
ence Pea is plaintiff "-id Harry C. 
Garland, defendant. The action 
in- 


volves a suit for labor done and 
equipment furnished, in 
connectron 


with the Imilding of sidewalks , in 
Rushville. The defendant filed the 
motion for a change, and the case 
has been sent to Franklin county 
for trial. 


Judgment by default has 
been 


granted Walter B. Smith 
against 


Lena Miller, on a suit to collect on a 
note. The judgment is for 
$206.90 


and costs, and a chattel mortgage is 


charged a %and of Jews' sent 
one of their people to 
band' 


Ford 


out 
the 


farmers 
together 
in 
co-operative 


associations and place ' them under 
the domination of this international 
body of Jews." 


, The statement 
passed 
without 


challenge. 
\.~- 


Later Senator Reed objected 


ordered foreclosed to satisfy 
the 


court judgment. 


The case of George Bever against 


the estate of 
Thomas Bever, a 


claim amounting -to $500, has been 
dismissed by $ie plaintiff.. 


to 
his 
re- 


ferences 'to "his people" 
stricken 


out, another whittling away oi the 
cihl issue in the case. 


references to "Mr. Sapiro and 
•people," and the court ordered 


Slays Husband, Released 


To Care For. Her 3 Children 


FOUR DIE IN EXPLOSION 
Shamrock, Texas, March ifc — <U.R) 


— Four men were killed here today in 
an explosion in the 'gas absorption 
plant of the Columbian gas com- 
pany. The dead: Lason Chance, 24; 
W. Melton, 30; Eolbert Griffith, 31; 
Jack Todd, 2S). 


Washington, 
March 
16—(U.R>— 


Mrs. Annie Susan Edwards, 
32, 


Cleveland, was released from cus- 
tody'today, an hour" after she had 
shot and killed her'husband, John 
Orator Edwards, 36. Coroner Rogers 
ordered her freed so^he could care 
for her three small children, one of 
•whom witnessed the slaying. 


Mrs. Edwards shot her husband af 


ter he had struck her with a heavy 
wrench, she told authorities. 


ASSUMES RECEIVERSHIP 


s~ 


Peru, Lid., March 
16—(U.R)—The 


First National bank here today as- 
sumed receivership duties for 
the 


First State Bank of Bunker 
Hjll 


ESCIHPMENTHOT JUNE 


Orders Issued to 2,003 Members of 


Indiana Department, G. A. R. 


Indianapolis, 
March 
1C—(U.R)— 


Orders were^ issued to 2,003 members 
of the Indiana department, 
grand 


army of the republic, today 
an- 


nouncing the forty-eighth annual en- 
campment to be held at Gag}' June 
13-1C. 


Allied organizations which^ will 


meet in conjunction with- the 
en- 


campment are the Women's 
Kelief 


Corps, the Ladies of the G. A. R., 
the Sons of Veterans 
Auxiliary, 


the Daughters'of Veterans and the 
Sons of Veterans, 


The' headquarters train will leave 


Indianapolis at noon on 
Monday, 


June 15, for the Gary encampment. 


CHOSEJDEATH TO SEPARATION 


Topeka, Kas., March 
16—<U.R)— 


Rather than face a separation ne- | 
cessitated "by the illness, of the -wife, 
a middle-aged couple 
here 
chose 


death. Mrs. Fran C. Covell had been 
ill for months and it-was feared she 
would live onjy a short time longer. 
Covell entered the hospital yester- 
day, after writing his wife a letter' 
shot the woman through the head 
a? she lay in a bed and then com-: 


mitted suicide. 


POISONED 2 CHILDREN 


Salt Lake City, Utah, March 16— 


<U.R>—Mrs. Bernhardt Peterson was 
held in the county jail today -while 
authorities investigated her 
story 


tha,t a lover had urged her to poi- 
son her family so she could 
elope 


with him. Two children, one* 
her 


two-year-old son and a motherless 
baby of 18.months --whom she was. 
rearing, died after eating food which 


which closed following the suicide of'police say had been treated with 
the cashier last week. 
strychnine. 


PRINCESS 


TONIGHT AND THURSDAY — MATINEE THURSDAY 


I 
Two Big Laugh Days 
] 


, 
Presented by 
Harry Langdon 
Corporation 


Directed by 


Harry Edwards 


You'll laugh, laugh, 
laugh; you'll howl 
howl, howl; youll 
yell, yell, yell. 


IT'S GREAT 


Story by Frank Capra, Tim Whalen,v Hal Conklin, Jr., 


J. Frank Holliday, Gerald Duffy and Murray Roth 


FIRST NATIONAL PICTURE 


^ 
. 
' NEWS 


FORD and GLENN 


FRIDAY, MARCH 25 — Seats Now Selling 


a quick change 


an emergency arises 
it's a golden opportunity 
with an added- responsibility 


the question 'arises — are you ready 
answered yes . .. with a bank account 


—have your answer ready 
with an account at this 
real home folks bank .... 


THE AMERICAN NATIONAL BANK 


Rushville, Indiana 


Helpers of Planners" 


Trusses — Abdominal Supports —Shoulder Braces 


Expert Fitting 
, 


Hargrove & Bown 


Home of thugs 


FRED A. CALDWELL 


FURNITtJRE 
, 
UNDERTAKING 
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122 E. Second 
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BUUSO«11JT10X RATES 


In City, by Carrier 


One \Vcok 
- - - - 


13 Weeks, in Adv'ance 
One Year, in .Advance 


. 12e 
-J1.45 
_*5.50 


point; DiMrtJi's ii 
trial T>y the senate, as" tbe.'iaw ex- 
pressly provides. 'His^'alibi is that 
Gilliom says it's all. unconstitutional. 
Gillioui, the ;oraele, has wore 
with 'the -governor than < the 
soiid 


vote of the legislature. 


Already suggestions 
are 
bi^ng 


made, that if the mandamus action 
,is (jot settled before 
the 
swiate 


meets, thc<^e.nate might adjourn un- 
til a decision is obtained from 
the 


By Mail i,, Rust, and Adjoining Counties supreme court. This is clearly a sly 
One xioniii to s Months, per month 40c | way to delay action and,might ulti- 
Six Months 
*2-25 mately result in a miscarriage of 


One Year 
* 
j justice. It is doubtful if such sug- 


Outside Rush and Adjoining Counties ,'gestions will carry; much 
wcfc'it 


One Month to 5 Months, per month 55c with the senate, wlricTTdemonstrated 
Six Mouths 
-*3.00 


One Year 
*6-5U 


National .Advertising Representatives 


Scheerer Inc. 


35 E. Waclter Drive, Chicago , 
200 Fifth Avenue, New York 


TELEPHONES 


Advertising, Job WorK 
2 1 1 1 


Editorial, News, Society 
I I I I 


iWKUXKSUAV, J1AKCH JO, li>27 


A -pathetic prayer: Kemeiiiber not 


the sins of any youth, nor my trans- 
gressions: according to thy mercy, 
renieniber lliou me for thy goodness' 
sake, <) Lord. 1'salm ^5:7. 


Pravi-r: We bless Thee, <> Lord, 
. 
. 
,. 
, • , 
-, 
,• 
• 
n*, TI, .„ >v,'h 
VP 
favonte "-prolessiou 
and presto, it 
lor tlie -promise thai lliou \\iit 
i c - j _ 
' 


move our trangsressioiis from us as "« >'««''«• 


by its .vote that it has no idea 
temporizing. 


of 


' Synthetic Education 


Th- prophecy that some day. ev- 


erything will be server! to mankind 
out of a mail bag never" seemed s^ 
near realization until the 
corres- 


pondence course began to make its 
bid for popular favor. There 
were 


those who imagined there was noth- 
ing new under the sun until the,cor- 
respondence school began to thrive, 
; nd then new ones sprang up 
over 


n'.'M. 


KOH a synthetic liberal arts edu- 


cation is little short 
of 
possiple. 


Correspondence 
detectives 
7 were 


once the jfadge of a correspondence 
school but now they have come up in 
the world. The searcher after know- i 
ledge caii learn to be an 
engineer, 


linguist, accountant, lawyer, orator, 
author, musician, artist 01—well, all 
that's necessary is to name "your 


far us the Ka'st is from the West. 


Kal| h Kane, an 


•was assoeiali-d in Ihi 
Jud" 


The Dearth Smoke Screen 


attorney 
who 


clVorl to have 


Dearth removed 
irom 
the 


court 
hench in 
ilciaware 


couvtv pending hi.-- trial mi charges 
,,!' ,,i-.i; i:-j hi- po- cr. MI. - the l.it- 
c-! iiio'-c :<•• li.aii'inie Ini' .1-'" '"'in"' is 
luei'U I" bel'iuldlc tlie imi.d- 
of 


the mc'.nhcrs of llic Indiana -.ciialc. 
•who w i l l try Dearth. Kane -ays the 
move is improper bivun.-i1 !iic sn- 
jircmc c(,nrt ba> held long .-i'n-e llml 
il ha> not t'ne 
power to 
inandali; 


either the go\crnor or the legisla- 
ture-. 


.Meanwhile, the versatile alioniey 


general. Mr. 
(iilliom. purM;; > 
!>:= 


way. which leads not in p.-oh-ct-oii 
of the people's rights, but in Ihi- op- 
posite, lie has vi-ry clearly throvj 
liis iiitlucnce to the side of the im- 
peached judge. In every other last 
where he was supposed to be serr- 
iu.u in the capacity of a public ser- 
v a n t . Mr. liilliom has stood 
wilh 


interest^ opposed. 


•Of course, if accused <if sucii 
a 


fai-c course, (iilliom 
would 
fail 


back upon his misled friend in lime 
,,( 
, 
d - h i - 
"inlerpri-talion" 
of 


the law. He has di-moiislratcd 
inal 


iiii •'opinion" mi tin- ••coii.-litiiliun- 
n l i l v " of iinv la'.v can be made 
'•'•> 
i ' 
slot any purpo-e. 


Cilliom has 
maiulaini-d 
Ir..-!-. llic 


lir-l thai the law of 
lSi'7, 
un-U-r 


house of 
representative.* 


the proper method to 'lie 
impeaching a judge. 
'1 in 
1 


lnl ll"l 
l l l i l l k llillclj oi 
!"i, 


" ami all Inn ..... • 
n: -:.iber 


lor 
iiiLpca'-liment .il'lci 
ti'-.ir- 


the evidi'lld'. Th"' -"'iialc 
v.ilnl 


to lr> lic 
h 
vv 
only one di-.-.-nt- 


in-: vote, (iilliom iiolwitli-landiiiu. 


'I'hcre ha> been evidence o|' 
tin.- 


lale-l '•> 
kc scrceii" lo lake 
1 he 


i|iic-tioii ol liearlh'- 
impeachment 


out ol M-gidar cliaiiiicl- and so be- 
ind.llc ihe real ipic-tiuii lhal divided 
opinion «ili Tesiill in tin 
1 
1-eiia'c. 


Failing to obtain a breach in 
'ihe 


Milid fi-iinl of Hi-- Ic-iif-hilim- 
lor 


impi-acliiiii-nl. il i- evident 
Judge 


Hearth'* fi-ieniU. «n!i ihe able as- 


ii'.'on.ev general and 
c 1 i-ying new la 
ha- mussed up 
by refusing to 


lli 


Children's 


Sore Throat 


Mnliiers know tint! rhildrrn's sore 


lltrn.-iu :tre si Huns, ol'tcn leading to 


U, si-.-irl 
' Lh.-tf il 


diphther- 
trrat !»'- 
:i ^nrjilc 


Thoxine works on new prin- 
•_.,..-s din---! to Ihe i-ause not 
d \f\- gargles and patent ine- 


aml brings relief within 15 


~ or money back, 
the 
remarkable thing about 


•jl is it contains no iron. 
or dope--harmless and 
ant laslc. Ivcmenilier. relief within 15 
nu-iiit'-s or motley back. .'»5c,, 
(iflc., 


and 
-T 1.0(1. 


chloroform, 
afe, 


Snlil 
I iy 1'iliiiiin ami Wilson 


dl! jrnoj dru:r stores. 


and 


— Ad . ertiseuient 


Education and "higher" trahiins 


are not .the only things that may he 
obtained via 
the postage 
stamp. 


More rei-eiifly folks wen; 
offered 


long life and periVi-t health in twelve 
easy exercises taken to the rythm of 
a phonograph record. "Diet" courses 
are likewise available 
and find a 


ready market due 
to the 
present 


tendency in this direction. 


A ciirri'sp'iinlcnco school account- 


ant lias ligiired that the numU'r of 
culture mail courses now being ad- 
vertised in current periodicals indi- 
cates that one person must have 
bci-ii the" author o^ two or 
three 


courses; 


Bui why not education, health and 


culture in synthetic form, if 
syn- 


thetic food is the American diet? 


A naval armament limitation con- 


ference is planned .and will lie 
all 


ri<'ht if tlie powers make it 
more 


than a half holiday. 


A prison poison plot was discov- 


ered at the Illinois .prison1 at Joliet, 
and coil-Tress .just -passed a law 
to 


label all poison. 


When the quartets quit 
singing 


Sweet Adeline, we may safely con- 
-linle that prohibition is effective. 


The second hand auto 
problem 


will be solu-d when they become po- 
pular with antique hunt.ers. 


livery bigamist knows after 
he 


sets caught that marrying is a good 
custom but a bad habit. 


Uirls who have taken up smoking 


should 
rciiiciiibcr tfcit where there 


is smoke there is lire. 


F I F T E E N 
Y E A R S 


A G O 
T O D A Y 


From Daily 
liepnldicaii " 


Saturday, Slarch l(i| 1012 


The 
lioosevelt 
contingent 
-was 


whipped in the 'liuslivillc liepublicun 
i-oiivciilion in the court house as- 
sembly room last night. 
The Taft 


delegates lo the stale and congres- 
sional conventions were elected by 
good safe majorities. 


Lee Kcthcrford mid John K. I5it- 


ner were driving down town 
after 


school, says the Cartilage 
Citizen, 


and as they crossed Walnut street 
at its intersection with First street 
the horse frightened 
at .snowballs 


said to have been thrown by high 
school boys anJ run to Main street 
« here the bugjjy was pitched against 
a tele-phone pole and 
overturned. 


Tlie .hoys were thrown out and the 
Ketherford boy; was dragged a few 
feet, but neither was seriously in- 
jured. 


The loe.al high school 'basket 'ball 


team was again defeated last night 
bv ConnersvilJe, the 
to S. Rushville played a better game 
than a week ago on their own floor 
and used the short pass very effec- 
tively but could not locate the bas- 
ket. ' 


Mrs. John 
P. Frazce 
left this 


morning for Jacksonville, 111.,'' for a 
visit -with her daughter, Miss Fran- 
ces Frazce, who is attending college 
there. 


Miss Xellic Winship 
entertained" 


the Embroidery clu'b at her home in 
East Kiftlf street this afternoon. 


The entertainment given lust even- 


'HELLO* 


. 'o WP??%> 
*&*W* 


FREEDOM FOR THE 
Mine. Lenine says Russia is the 


only country In the worldywhe^e 
women really are emancipated. 
Maybe the men open the cans for 
them over there. . ,_. Doesn't she 
realize 
that -every woman in 


America today has her own Diet? 


^ . . . An eastern writer says some 


of the finest dishes used to be 
cooled in paper-bags. Now they're 
carried home in paper bags "and 
ready to eat when the bag's 
opened. . . . An Indiana man i* 
suing for divorce because his wife 
cooked only one meal for him in 
their two weelfs of married life. 
Maybe he's ...better off than he 
thinks. . . . Two Chicago .women 
plead that the drudgery of house- 
keeping be abolished. The*»'s a 
fortune in it for the man who in- 
vents a can opener that runs by 
motor. ' 
» » • 


Today's headline that you'll 


never 
see: 
PASTORS 
PASS 


PLATE FOR FUND TO BUY SIK- 
CLAIR LEWIS GOLD WATCH. 


* * * 
Two girls intrftduced as "busi- 


ness girls" to John D. Rockefeller 
were presented with shimmering 
dimes. 
They're good business 


fiirls. 
» » « 


A New York judge decided that 


two drinks do not make every 
man drunk. -The coroner can tell 
yon about some of the others. 
* * * 


lien are better than, women at 


the question-answer game that is 
so popular these days, says a Chi- 
cago professor. But just ask some 
father what to do wheu the baby 
swallows a button. 
(Copyright. 1927. NBA Service. Inc.) 
i: 


THINGS WOK ill 


KNOWING 


(tazette Vciifics Irnm the word Wa- 


xclta, a small Vcnitian corn which 
was the price of the first newspaper. 
Hence, it has come to mean a ncws- 
paipi'r, especially an ollicial irtiws- 
)iu|Htr. The lirst gazette in Kngland 
was published in Kiuy. Tlicrc is now 
the London (lazclte, Kdinbnrg 
tia- 


zette and Dublin tiazelte, all ollicial 
newspapers. 


iu North Main street was a very en- 
joyable afl'air and the minstrel show 
made a decided "hit." The cast in- 
:luded the 
following 
the 


Jeaji Bishop, Lucy Posey, 


Misses 
Norma 


Smith, Martha llogsett and Huann.i 
8t'.\ton and Oeorgc Jlogsett, Carl 
•Gunning, JieTl Humes, Earl 
Osl>orn 


anil Weldon Kraiin. 


AVarnu It. C'lrinichuel of llamiiiond 


will arrive this evening to l>u the 
guest of his jhothcr, Mrs. >/. It. Car- 
micbael and other relatives. 


Mr.-?. Newton West 
of 
Toledo, 


Ohio, is the guest of her sister, Mrs. 
Fannie Study and Mrs. Mary Tho- 
mas at their home in Xorth Harrison 
street. 


Kvansvillo—l'V!in'<-is"S.)<>seph Keitx, 


h/.-al philanthropist, has donated u 
parish house to the St. Clements Ca- 
tboli-e church at Bobnville, Ind., Ht 


ing &i the home of John Frazee, Jr., i tvas anuodnced here. 


LETTLR 


BY RODNEY DUTCHER 


3VEA Service Writer 


TPTASHINGTON—Nearly all our 


congressional lawmakers have 


hied'tliwnselves away to rest from 
the4r labors, but there is no let-up 
for Washington's alibi squad. 


The alibi snuad is the secreta- 


rial corps remaining in the Sen- 
nte and House office buildings. 


Tlie boys and girls were fright- 


fully busy all through the session, 
answering constituents' and others 
•who sought to sway voles for some 
bill- or other .with the reassuring 
assertion-that the senator or con- 
pressman -was studying the meas- 
ure carefully with the best inter- 
ests of the librae folks ever in 
mind. 
*" 


Theoretically, ,they' would Tiave 


a chance to stop for breath follow- 
in;; the lamented demise of that 
last Congress, but actually they 
have enjoyed nothing o£ the sort. 


What happened was that the 


senators 'and congressmen went 
away and left the secretaries to 
do the explaining. Under the cir- 
cumstances attending the.wind-up 
of the nation's affairs on March 4, 
there are plenty of explanations to 
make. 


Tlie mail bags that once con- 


tained requests and recommenda- 
tions lor legislation are now filled' 
with inquiries as to what hap- 
pened to this bill and that bill 
and if not, what the heck? 


COME of the northwestern states 
*- know perfectly well what hap- 
pened to the McNary-Haugen bill, 
but many of their citizens are 
writing, to learu vhat became of 
the Norbeck seed-grain loan bill 
for benefit of drought-stricken re- 
gions. The mix-up is due to the 
fact that Congress voted to appro- 
priate, and then didn't appropri- 
ate, the appropriation being lost 
when the deficiency bill was fili- 
bustered to death. ' 


.Numerous other appropriations 


similarly failed of provision and- 
pensioiiers and other beneficiaries 
are 
frantically 
communicating 


with their representatives to find 
out where they stand. All depart- 
ments of government were more 
or less affected by the filibuster, 
and what makes the alibi squad's 
work so tough is that, in many in- 
stances, the departments don't 
know" just how they're going to 
operate In the particular respect 
which the deficiency bill would 
have covered. 
The first days o£ 


figuring were rather chaotic. 


It appears that the folks back 


home lose track of nearly every- 
thing that goes on here in the last 
few days of a session, arid then 
depend on the senatorial and con- ' 
gresslonal offices to give them a 
hll-in. 
A surprising number of 


queries ts being recerred^TeEard- 
ing the fate of the postal rate re- 
duction bill, which was passed in 
different form by both houses and 
died because the conference re- 
port was only made at the last 
moment. 


MANILLA 


Hiss Volna Clingman 
was 
the 


guest of Miss Opal Stoutt Sunday. 


Mr. 'and Mrs. Clem Perkins and 


fiVmily of Kushville, Mr. and Mrs. E. 
10. Lowe and Helen and Inez Baker 
were the guests oil Mr. and Mrs. ti. 
V. Lovvc Sunday;. 


Mr. and Mrs. ~ Smith of Indiana- 


polis were guests of, Mr. and 
Mrs. 


U'illard Cockran Sunday. 


jir.van 
Slandiford 
hiis 
been 


spending a fevv days at his 
liomu 


here, being called on account of the 
death of a relative. 


Mr. and Mrs. John 
Kniiix' were 


visitors in -^helbyville Sunday. 


Mrs. Alonzo Shecdy has been ill 


at her home here for the past 
few 


days. 


Mrs. Lewis Buoher, daughter 
oil 


I. S. Ciiilly, has 
returned, to her 


home at Mbiituiorenei, after spend-, 
ing a few -weeks here. 


Mrs. li E. Lowe 
has 


lion 
ler, Mrs. J. C. Alpha of 'Shelbyville 
for the past week. 


Mr. and Mrs. Estel Baker spent 


Simdav with Mr. and Mrs. Donald 
Wariield. 


Mr. ami Jtrs.' Kay Brown were 


the guests of. Mrs. 
Scott 
Brown 


Sunday. 
- 
— 


The senior 
class 
of the 
high 


school 
motored 
-to 
Shclbyjville 


Thursday .to have 
their 'pictures 


taken. " ; 
' - - . " . - 


The seniiir girls defeated the jun- 


ior girls iu a game 
of'basketball 


Friday night.- The sophomore boys 


returned 


after slaying-with her daugh- 


wim the class 
tournament 
of the 


Manilla high school. 


Mr. and Mrs. James W. Stotitt of 


Lafayette have liccii spending u few- 
days with Mr. and 
Mrs. 
Everett 


Stontt. 
', 


U. S. AIR BOMBERS AID 


Managua Nicaragua}', March Ki- - 


';U.R>— Fighting l.t-lween liberal rev.i 
lulionists and soldiers of the" con- 
servatiye regime was reported 
to- 


day from Muy Muy and 
Ai .uricai 


air bombers employed by the conser- 
vative government were re/n'i'ted to 
have demoralized the liberal force in 
the neighborhood of Acoyaipo. 


For 
Grip, in flu- 


Bromo 
Quinine, 


Long nerion»-3biosB anir^omplicati 
often^fqllow Colds, Grip and Influenza. 
Guard your health against this danger. 
PriceSOc. 


The box bears this signature 
' 


-Since1889- 


* i 


These Hg payrolls 
jpromote prosperity 


i" Prosperity depends on the purchasing power of the 
. people, and purchasing power is measured by pay- 
/ rolls. 
' . 
- 
x 
i 
The Big Four Route in 1926 put into its pay en- 
velopes forty million, two hundred and forty-six 
thousand, nine hundred and sixty-four dollars. That 
represented 39.9 Cents out'of every dollar received. 
In addition, the Big four-expended more'than 
thirty-twoinillion dollars for new equipment, fuel, 
materials and supplies, and a large proportion of this 
money went into the payrolls of the industries from 
which these things were bought. 
The importance of the Big Four as a contributor to 
the purchasing power and prosperity of the.territory 
it serves parallels hs importance^as a public carrier. 


Rpute 


Buick Stays in Style 


' '* * Motor car types come and go, 
just as motor cars do ' < * But the '; 
grace and distinction which character- 
ize Buick always stay in style * * * They 
never become commonplace ^ * < The 
reason is; that Buick style is sincere, 
and expressive of the quality that is 
in the car / * < Buick owners never are 
asked to buy a car of exaggerated de- 
sigrii with lines which might be- 
come distasteful to the eye * * * Buy a 
Buick!" ' * And you will always be 


proud of your car 


WKEN Sr^TTER AT TOM OBILES ARE BUILT • " BUICK WHL BUHD THEM 


" j A 33-15 


* 


PHONE 1*440.John AjKnechti 


CORNER FIRST' & MAIN STS. 


If Every Woman Realized 


how much her husband would like home- 


1 
made bread, made from 
t 


', 
Pride of the 
Valley Flour 


She would serve it every day. 


This flour is'a most healthful food; it con- 
tains all Ihe parts'that nature gave it and 


is without artificial bleaching. 


Try It and Taste the. Taste 


Joe Clark & Son 


jf. 


SPORTS 


Will 
But 


Drinkable 


Without Poisoning 


LflSI HJK TON 


Opinion, Expert and 
Otherwise, 


Agreed on Philadelphia Phillies 


And Boston Red Sox 


Mat Manager 


GUESS WORK PICKING CHAMP 


With Few Exceptions, Predictions 


Were Miles ftf Target In 
!926— 


Some of The "Guesses" 


By HEXHY L. FARKELL 
11/. i". scarf Oori-espuna«.-iU 


Now York. 
Mnivh 
16—(U.R)—In 


this open season fur pic-king peu- 
11:1111 winners, nearly every team 
in 


I lie major leagues 
is bcinj giveu 


some kind ol' i-liuuoe. 


Opinion, expert and otherwise, is 


divided on 
<ill 
clubs 
except 
the 


1'hiliidclpliiii Phillies and the Boston 
Ji'cd Sox. They are unanimous i-hoi- 


< es lor lasl place. 


Pic-king pennant winners -when the 


(mining season is just half finished 
is a li.-i/.ard 
for reputations 
and 


jMiekrlbooks. With 
few exceptions, 


t)i<- predictions of the experts were 
miles oii' the target in 192C. 


Miller Hugging, manager of 
the 


Yankees, who never has been i'ajmeft 
as an orator or a diseiple of opti-i 
niisni, isn't claiming another pen- 
nant. 


"The .Athletics and the Senators 


are very good ball clubs and I don't 
know what my club 
will 
do this 


\ear." he said. 


There are others, however, pick- 


ing the pennant, for lluggius, 
'best 


known of whom are Babe Ruth and 
Jack Hendricks, manager 
of 
the 


CiiK-innati Ifeds, who in the same 
voice puts in a -boost for himself. 


"The Yankees will win the Ameri- 


can League pennant jind we've got 
only Pittsburgh to 'bea» to win in 
the National league," he said. 


11 end ricks expressed the. opinion 


that tile ftiants whcren't to be fig- 
ured at all but many critics think 
the {-limits i-an't miss. 


llogers llornsby, 
who managed 


the Cards into a world's champion- 
ship last year and who is now play- 
ing second base for the Giants, picks 
his new dull as a cinch. 


"The Cards are a one-year club," 


he said. 


I'Vank Frisch, who changed posi- 


tions and chilis with Hornsby, is just 
as positive that the Cardinals 
-will 


be in another world series. 


Hcorge Kelly, who was traded by 


the (liaiils to the K'eds, figures the 
Cincinnati Hub is a sure thing and 
i|iioleil the opinion of Jleinie Groh 
to ihe same effect. 


Walter Johnson, veteran Washing- 


ton pitcher, thinks the! Senators will 
•beat out the Athletics for the pen- 
nant and that 
Detroit 
will finish 


ahead of the Yankees. 


Ty Cobh said when he signed with 


Connie Mack that he did so hes-ause 
he wanted to join a club that 
was 


going to be in the world series. 


Here's the- only woman wrestling 
promoter. She is Mrs. JTom Law, 
of Wichita, Kas., who stages 
shows in that town with her hus- 
band and by herself when he is 


not around. 


National A. A. U., Play Enters 


Fourth Round at Kansas City 


Kansas City, Mo.,' March 


—Continuing the exhibition of bas- 
ket shooting from any and all an- 
gles, tlje teams in the national A. A. 
U., basketball tournament entered 
the foHirth round today, with eight 
games scheduled for the bill. 


The teams are reaching the even- 


ly matched stage now and there is 
promised some excellent shows for 
the ever-increasing number of spec- 
•tators at the meet. 


It would be difficult 
to pick 
the 


"class" of the meet, but of the six- 
teen teams left, followers of the 
court game here list the probable 
semi-finalists among these: Hill- 
yards, St. Joseph, Mo., X. C. A. 0., 
Monons, Lafayette, Ind., Ke-Nash-A 
and Kvansville, Ind., college. 


Todays' schedule starts at 2 p. 


m., with Phillips U., Enid, Okla., 
and Kvansville college staging 
the 


opener. 


'By JOSEPH S. WASSTEY 
fU. P. Staff Correspondent) 


Washington, 
March 
16—(U.PJ 


"Crankcase cpcktails" will be vir- 
tually the only kind of liquor boot- 
leggers can supply after April 1, 
federal prohibition authorities said 
today. ". 
• 


On that date the new denaturing 


alcohol formula,goes into effect sub- 
stituting aldehonor pyrtdine. This 
change takes out a deadly poison- 
ous' Uuid but inserts a liquid that is 
absolutely unurinkable, it was stat- 
ed. 
\ 


"We feel that the new 
nietlipd 


will end diversion of industrial al- 
cohol-into bootleg channels," Dr. J. 
Doran, chief 
prohibition 
chemist 


told the United Press. ''In two or 
three months we) will be able to de- 
termine whether the test is success- 
ful." 
' / 
•• 
< 


Dr. Doran described' aldehol 
as 


oxidized or 
burned kerosene oil, 


having a smell similar to fumes from 
the exhaust pipe of an automobile 
with' too rich an oil mixture. 


"The taste is terrible and it is 


very nauseating" 
he 
continued. 


''Persons who attempt to drink li- 
quori containing aldehol will become 
Violently sick o£< the stomach 
but 


will suffer from no serious after ef- 
fects unless taken in huge quanti- 
ties. ~ 


"Manufacturers of industrial al- 


cohol were allowed to use pridine in 
their formulaes -until -April 1, so as 
to use up all stocks on hand. 


"Virtually all grades of industrial 


alcohol can now be classed as non- 
poisonous but still non-drinkable." 


Officials say bootleggers already 


have engaged expert 
chemists 


$31.00 FREE 


We give $1.00 each day .this month to the person making 


largest cash purchase/ 


^*^ ^ 6^ 
••*«•. 
°* 


—NBA. Los Angeles Bureau 


i Jofcn-R. Walker, of Los Angeles, had told his wife, Jean, he was 
j worth a million dollars, but after their'marriage'she assertsishe had 
; to pay all the bills. When he sent her -a Joker, the former Denver 


nurse took it to court and got an annulment. 


to see to it that the street is put 
'back into good condition :af£er it has 
been opened. 
i 
' 


A small street maintainer forv re- 


pairing concrete and asphalt streets, 
was purchased by the council 
for 


use by the street department. The 
machine has a heater so that .the 


to ('material can be applied hot, and all 


learn if aldehol can be rectified from I bracks in the pared streets can- be 
the,alcohol. The illicit rum vendors^kept filled witlr an asphalt material, 
are spending thousands of dollars in 
research 'work to thwart the gov- 
ernment's latest move. 
| 


Federal chemists are also busily 


engaged in trying to improve 
the 


formula and they believe the prohi- 
bition unit can stay at least one 
jump ahead of the 'bootleggers. 


NO TROUBLE FOR TAYLOR 
Terre Haute, Ind., March 10—(U.R) 


—Bud 
Taylor, 
claimant 
to the 


world's bantamweight, championship, 
had' little difficulty in defeating Pete 
Sarmicnto in 10 rounds last night. 
Taylor was the aggressor from the 
start and with a sharp left 
hand 


scored repeatedly. Sarmiento 
was 


wild towards the close of the fight 
as Taylor danced about him shooting 
in vicious left and right jabs. The 
rugged Taylor wa£ given eight of 
the ten rounds. 


WALES WINS STEEPLE CHASE 


Bicester, Eng., March 16—<U.PJ— 


The Prince of Wales, riding his new 
steeple chaser Cark Courtier, - today 
won the Lord Manner's cup in the 
Grenadier Guards Regimental point- 
to-point race at the Bicester- hunt, 
meeting. Wales 
thrice 
previously 


had attempted to win the cup, but 
today's -was his first success. .Fifteen 
horses ran. '. 
" • 
. • 


m 


GARDEN TOOLS — GLASS CLOTH 
* THE WITT GARBAGE CAN 


Clen Woods Received $1.00 Yesterday. 


VARNISH STAIN —PAINT ~ OIL * ENAMEL 


GUNN^HAYDON 


Stalling Monday, March 14 


we will clean every day except Saturday offering you daily service 


on any garment that ypn may wish cleaned. 


ALSO OUR PRICE ON CLEANING MEN'S SUITS WILL BE 


i3l.5O 


From That Date On 
. 


XX Century Cleaners and Pressers 


C. L. BEBOUT — Phone 1154 


FOR MIDWEST 
CHAMPIONSHIP 


('liaiii|i;iigii. 111., ."M.-m-b Jli - (U.RH- - 


ill a 
vcillcy ball contest for cha'iu- 


pionship nl' (he iniilillewcst loams of 
the Fort Wayne, Ind., ami Ihe Hyde 
Park, Chicago, Y. M. C. A., "will tan- 
gle here Saturday afternoon. Ilyd" 
3'ark -claims highest honors for Il- 
linois, Iowa and 
Wisconsin. 
l-'ort 


Wayne lays similar claim 
to 
tin1 


championship wreaths 
nf Indiana, 


Michigan and nhio. They will play 
at the Vniversily of Illinois irvm. 


TILOEN IN 
COMEBACK 


Ortega. Fla., 
March 
Ki—'.V.P.I— 


William T. Tildcn, America's rank- 
ing tennis -play, Allowed a return 
to 


form 
in the 
southeastern 
tennis 


championship 
when 
he 
swept 


through the quarter linal rounds in 
love sets. Tildcn dei'eated .lames M. 
Lewin ol Kansas City and William 
Barrett of Shrcveport. La. 


OFFERED RICKARD 
CONTRACT 


New 
York, 
Jlai-i-h 
Ki-^U.R)— 


Mushv Callahmi. California 
junior 


Tvellcrwcic;ht. who marie his 
debut 


with a two round knockout'of Andy 
Divodi hu* been offered 
a con- 


tract by Tex Kickard for three more 
appearances and probably \\ill ac- 
cept. 


DEFENDS TITLE 


St. Louis, Mo.! March ]fi—(U.R)— 


.die Stetc-her, 
world's heavyweight 


wrcsllin:r 
champion, 
successfully 


defended bis title here last 
night 


against Paul JoueV. 
Los 
Angeles 


grappler. 


SPORT CHATTER J 


St. Petersburg, Fla—Babe 
Kufh 


returned to the game as -a 
pine]) 


bitter when the New York Yankees 
defeated the Boston Braves, 
6-5. 


liuth struck out. 


Shrcveport, 
La.—Three young- 


sters were released by Manager Kay 
Si-balk of the 
\Yhite Sox. 
The 


youngsters, Wafer, Yeltman, 
and 


Reynolds, were sent to the 
minor 


leagues for seasoning. The Sox to- 
day start a Texas tour. 


Bradentown, Flu.—By scoring one 


run in each of the last three innings 
the New York Giants defeated 
the 


Phillies o-2. 


Fort Meyers. Ma.—The 
world 


•champion St. Louis Cardinals were 
held to six hits by Grove and Gray 
and the Philadelphia Athletics won, 


Paso Ifobles, C'al.—Tlie 
Pitts- 


burgh Pirates will soon 
start 
on 


their training series «f 
exhibition 


games Ownic Bush, manager, 
an- 


nounced. 


Avalon, Catalina 
Island—In 
a 


iramo between two teams from 
the 


Chicago Cubs s<|uad, 'eighteen hits 
ivere obtained by both teams. 


Saiiford, Fla.—Jake May and Art 


Xchf appeared in mid-season form 
when they allowed the Indianapolis 
club of tjie American 
Association 


but three hits, enabling 
thai Cin- 


cinnati Reds to win, 4~1. 


New York—With twenty-five na- 


tions listed ns challengers, the 
en- 


try list for the 1027 Davis Cup 
competition 
closed 
at 
midnight. 


The draw will be made tomorrow in 
Washington. 
' 


Minneapolis, Minn.—Mclvin 
Ny- 


dahl, guard, has been elected Cap- 
tain of the 1928 University of Min- 
nesota basketball team. 


(rreencastlc, Ind.,—Sixty-one am- 


bitious grid candidates turned out 
here in response to the-first call for 
spring grid 
training 
at ' DePauw' 


University. 


COUNCIL ADOPTS 


PAVING PROGRAM 


PROM PAGE ONE 


timates for the extension 
of 
the 


paring in North Main street. 
For 


two blocks ihe brick paving centers 
the street, and the street is to be 
made uniform in width to the end of 
the brick pavement, by building a 
curb and gutter on the west side of 
the street, and by using concrete on 
each side of the brick to complete 
the paving. 


In some sections along this part 


of the street, it has been widened 
by brick, and in others concrete has 
been used, and under the present, 
jilans, the entire street will now be 
uniform .width with curb and gutter, 
to the Cjiid of the (present paveinent. 


Mike Scanlan was granted per- 


mission to 'move a frame- dwelling 
house from 006 North Maiu street 
to Jackson street, and 
bond for 


•$1,000 was given. 


The plan to use a substitute for 


street oil was also launched at 
the 


meeting, and a car load of the cal- 
cium material will be bought. Bids- 
for the material will be received at 
the next meeting of the council. The 
preparation resembles coarse salt, 
and keeps the street moist. It is used 
by state highway departments 
in 


many states, and will eventually 
take the place of road oil, it is be- 
lieved. The council will use a 
car 


load J,his summer to try it out. 


William M. Martin was appointed 


inspector for the city for the Hodges 
Branch sewer. The contractor 
is 


preparing to move 
equipment 
at 


once, and the large concrete tile will 
be manufactured on the 
ground. 


Work of making these tile will com- 
mence -within 1{> days, it was said. 


The matter of drafting an ordin- 


ance to impose a license upon per- 
sons who dig into the city 
streets, 


was discussed. The paved 
streets 


and unpayed ones are being opened 
each day by inexperienced persons, 
who do not place the streets back 
into condition. The ordinance com- 
mittee was instructed to prepare an 
ordinance to regulate 
the tearing 


up bf streets, ami to place a. license 
fee upon persons who are 
qualified 


to do that kind of work, and 
to 


(provide a fee for a. city 
inspector! 


•r\ \>/.w-— 


' -\ 
' 
Never a Financial 


Burden 
/ 


Prices for Ford cars today are so low, and payment 
terms are so liberal that almost anyone can now own 
a Ford without sacrificing other, necessities. 


It is an investment you will never regret—provid- - 


ing you with safe, comfortable, reliable transporta- 
tion for years. 


Remember that the attractive outward appearance 


of a Fprd car, with its lustrous colors and pleasing 
lines, is backed up by splendid quality in every 
hidden part 


You owe it to yourself to learn how inexpensive a 


Ford car is. Let us tell you about our convenient 
term-payment plan. 
> 


All Ford cars are now finished in color. 


•r 


Raaabo.»t 
Touring Car 
Coope . 
Tudce 


$360 
$380 
$485> 
$495 


ALL PKICKS f.O.B. DSTKOIT 


The above prices include STARTER and fear BAC. 
TOES u standard equipment on all """Hi, 
Tudor and Porter Sedans com ' 
•QuiMMd with fi?» win wheels. 
; 


For** 
$545 


LOON 


Chas. E. Taylor <S 


Weft Firft Street 
; 
-Phone 2248 


SOCIETY 


Mrs. Harry McManus will enter- 


tain the members of the Cross Coun- 
try club Thursday afternoon at her 
/home in North Main street. 


•:• •:• * 


Mfihmiirifr 
funni-i),. ND. 
3f>, will 


A meet Friday evening a1 7:30 o'clock 


in the Red' Men Hall. AD 1he mem- 
bers are urged lo 'he present. 


•* 
4" * 


All associate and active members 


, 
of the Tri Kuppa sorority are re- 
quested to meet ;it the home of Miss 
Lavienna t'o7iip1<m in West 
Third 


street, Thursday at 32:45 p. in. for 
the chanter picture. 
•? '* * 


A dinner and card party will be 


held at the Social club 
Thursday 


evenintr. It was (o have been held 
last Wednesday night but had to be 
poslponi'd. The annual /neeling 
.if 


stockholders of Ihe club is also cal- 
led for Thursday evening. 


•> * 
•> 


Mrs. 
Gibson Wilson. Mrs. Fred 


Boalc. Mrs. II. V. Mr-Cully and Mrs. 
Mull Wallace'Vill entertain with 
a 


St. Patrick's parly Thursday 
af- 


ternoon »1 2:30 o'clock at the First 
Presbyterian elmivh. All the ladies 
of Ihe church and congregation are 
invited. 


.> 
.3. -> 


Mrs.*Jesse Cnire cnlerlained the 


members of the Ladies Aid Society 
of the First 
T'nitcd Presbyterian 


chnwh Tuesday afternoon 
at her 


Jiome in North Jackson street. Dur- 
ing the business session plans were 
made fur the cnnareeational. dinner 
..thai will In* servedal the 
church. 


March 31st. 
The 
afternoon 
was 


spent in sewing and makiivj- articles 
for the ba/atiT the society, will give 
in the1 fall. 


•2- * 
-r 


The 
Rushville Chapter 
of 
the 


Umbrella 


Every color of the rainbow is used 
in this newest of the new spring 


umbrellas 


Daughters of the American Revolu- 
tion will be entertained Thursday 
afternoon at the home of Mrs. Ber- 
tha Logan, 605 North Perkins street. 
Mrs. John Titsworth, Mrs. Wilbur 
Stiers, Mrs. Carl Beher, Mrs. Conna 
Gray, Miss Laura Meredith and Mrs. 
Fanny Hall •will be the assisting 
hostesses. Mrs. Jesse Green 
will 


prepare' a paper on "Our American 
Schools''. A history of the American 
revolution will be given and special 
music and readings will feature the 
prograim 
—\ 


•J- * * 


.Mrs. Laura Jones was 
hostess 


Tuesday afternoon 
to forty-three 


members 
of the 
Loyal Women's 


Class of v the Main 'Street Christian 
church at her home in West Seventh 


Do^bu Suffer from 
Painful Feet? 
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EXCESSIVE 


PERSPIRATION? 


PAIN IN INSTEP? 


BUNIONS OR 
SWOLLEN 
JOINTS? 


X 


,. 
PAINS UHDE& 
k 
ARCH- 
_ 
^v 
A 
ELATKX>T.2 


COHNS?\ 


CHOUSES? 


FootComfortExpertfromChicago wittbehere 


Thursday, March 17 


To Give Free Demonstration 


On the above date we will have at our store, through the courtesy of 
Dr. Wm. M. Scholl, famous foot authority, a Foot Comfort Expert 
from his own staff, sent here for the benefit of our patrons. We urge 
every foot sufferer to make the most of this unusual opportunity. 


Over your stockinged feet, this Expert will make Pedo-graph prints, which 


•will show the exact nature of your foot ailment. He will then demonstrate 
bow the scientific method and improved appliances perfected by Dr. Scholl 
instantly relieve your painful feet, and restore them to health and comfort. 
Absolutely no charge for this service. Be sore and remember the above date 
so as not to miss this opportunity. 
TO PHYSICIANS— You are invited to refer or brine your foot-troubled patients to 
our store during this demonstration. The latest improved appliances and method ot 
Wm M. Scholl, M.D., for relievinB und correcting painful feet will be fully explained. 


The Mauzy Co. 


treet. After a short business ses- 
ion, .during -which plans wer_e made 
or the Eeastern Offering;, a pleasant 
oeial afternoon was enjoyed. Two 
lever contests, one guessing char- 
icters who were" represented h/Bi- 
le-verses, and the other guessing 
he hooks of 'the New Testament, 
urnished the amusement for the af- 
ernoon. In the, serving of the de- 
icious refreshments consisting of 
ineapple 
and 
orange ice, the 


jostess was assisted by,.Mrs. Geor- 
gia Moore, Mrs. Lizzie.Megee, Mrs: 
'anny Gray and Mrs. Dolly -Junken. • 


•5- * * 


Mr. and Mrs. Donald""Wilson, liv- 


ng south of New Salem, entertained 
:o" dinner 
Sunday 
the \ following 


guests: Mr. and Mrs. J. Frank Wil- 
son, Mr. and Mrs. Charley Wilson 
and children Charles and Lois Jean, 
Mr. and Mrs. Virgil Wilson, Mr. and 
Mrs. Angus-Lefforge, William Wise 
of Connersville and. Doloris Wilson. 
Mr. and Mrs. vClay Benedict 
and 


children -nVrc guests in the evening. 


|* * *, 
' 


• The first meeting of the mission-^ 
ary year of tlie Missionary society 
of'the First Presbyterian thnrt-h was 
held Tuesday afternoon at the home 
of Mrs. Myra Kinnear in North 
Harrison street, with the new officers 
presiding. 
A good attendance>was 


present for the meeting and an in- 
teresting'program was given. The 
national topic for .discussion; was 
"Foreigners in America" 
and Hie 


foreign tqpic was "Japan." The lit- 
tle Misses Frances and Bonnie Jean 
Beale gave a dialogue on "Japan" 
in costume -which I concluded 
the 


program. Tea and wafers were ser- 
ved at 'the close of the meeting, the 
hostess having .as her assistants, 
Mrs. Hugo Schmazel, Mrs. Walter 
Hall, Mrs. Sarah E. Liddle and Miss 
Minnie Benle. _* * * 


The members of the Ladies' Aid 


Society of the New Salem' M. E. 
church 
were 
entertained at. the 


country home of Mr. and Mrs. M. O. 
Sefton, north of New Salem, last 
Thursday 'afternoon. Mrs. Marian 
Logan was the 
assisting hostess. 


In connection with 
the 
regular 


meeting a 
miscellaneous 
shower 


was given in honor of Mrs. Mildred 
Lefforcg, 
a recent' bride. A brief 


progrdm was given as follows: song, 
"Praise God"; reading of'the 23rd 
Psalm: Bible Study "The Cross of 
Jesus," by Mrs. 
Mayme Wilson; 


secretary's report 
and 
roll 
call; 


"Gloria Patri," sung by members. 
The following guests were 
present 


Mrs. Edgar Stiers, Mrs. Roscoe Lef- 
i'oi^e, Mrs. Will' Logan, Mrs. Carl 
Dausche, Mrs. Lowell Norris, Mrs. 
Paul Thorpe of Riishville. At 
the 


ch>se of the meeting dainty refresh; 
nicnts were served. 


• - ' 1"^^,' iji i^*% »• „ 
" 
' -™ 
^ 
Wealthy at 12 


At 12 year? of age, Alice Grotte It 
the chief heir to an estate of 4125.^ 
000 left by :heT father, Charles; 
Grotte, Omaha real estate man.1 
Alice lives with her mother la 
Milwaukee. 


WHAT'S NEW? 


Workman Dug From1 Living 


Tomb When Ditch Caves In 


Indianapolis, 
March 
16—OJ.PJ— 


Harry Kinneyj 26, was saved from 
death here today 
when workmen 


dug him from a 
living tomb 
in 


which he was buried when the sides- 
of a ditch in which he was working 
caved in on him. 


Knmey was digging at the bottom 


of a nine foot sewer ditch when the 
sides suddenly caved 
in, 
burying 


him under several cubic, yai-ds of 
earth. Quick aietion 
by his fellow 


workmen and the 
fact 
that the 


earth which covered him was 
in 


heavy clods," saved him from suffo 
cation. 


He was taken to a hospital where 


cuts from the shovel blades and 
bruises, caused by the heavy earth, 
were treated. 


BY HBDDA HOYT 


(United Press Fashion Editor) 
New York, March 1C— (U.FB— Belts 


arc becoming as necessary to women 
as they are to men. Not that 
they 


hold up the main item of one's ap- 
parel Ijut they ibrace up the 
suit, 


coat or frock as nothing else can 
this Spring. 


Belts, it seems 'are in again, put 


again,, gone again and at 
present 


they are decidedly in. Counters 
are 


laden with models ranging from less 
than one-half of an inch to 
six 


inches including. Black patents, ir- 
rideseent patent's, colored 
suedes, 


gnmnetal leathers, metals, 
hand- 


liainted leathers, snake effects, calf 
fur. etc. 
; Most, novel are the snake belts 
which have metal heads and 
tails 


and round rings all the way ahout 
siniulatin? rattles. 
Under 
the 


snake's head is a hook arrangement 
which hooks into one of the rings 
making the belt adjustable,, to any 
size. If the belt is too long the tail 
portion is -wrapped about in 
most 


realistic fashion. These belts 
are 


very narrow. 


Fur belts are also unusual 
being 


made of calf fur bound in harmon- 
izing leather. Woven leather in irri- 
desceut patent 'are quite 
effective. 


Buckles and clasps are too fanciful 
and numerous to 'describe. 


Round wisps of printed 
chiffon 


form some of the 
new 
handker- 


chiefs. These are merely little circles 
of fjayly printed chiffon with rolled 
hems. 


Little vesfeos of silk, embroidered 


in multi-colors, are available at the 
neck-wear counters. These have the 
V-shapcd neckline and are 
fitted 


with tiny gold pins at the shoulders 
and bottoms. They will be most ef- 
fective with tailored suits. 
v 


Suits and coats made of 
light 


tan calfskin mottjed in white 
are 


shown for in-between-season wear. 
A coat of this light-toned calf skin 
has the white mottling used 
down 


the center of the (back in rather reg- 
ular design and this is repeated at 
the fronts. Seen from the back this 
model looks like a suit since it has 
the long bolero back. A. belt of 
the 


fur -extends across the front. Small 
turban hats of the same fur 
are 


shown for wear with 'these unnsua1 


garments. 


Permanent Waving Errors 


,. an impossibility 
. 


With my new equipment, for scientifically testing the heat on the hair. ,\ 


$10 


For the Entire Head, • 
Regardless of Number of Curls. 


FINGER WAVING 


T sjive Two Finger Waves FREE each month for three months. 


NO EXTRA CHARGE 
* 
' 


I Make Xo Extra Charge for Preparing the head for tihe curl. _One Hot Oil and One 


Shampoo After Permanent FREE. 


ELIZABETH ROGERS 


301 WEST FIRST. 
' 
PHONE 2243. 


Extra 


easi 


explains Hupmo&de Six Sitccess 


No need for any salesman to 
point out contrasts. between 
the new Hupmobile Six xand 
other sixes in its price-class. 


You see diem yourself at first 
glance—in die car's new beau- 
ty of line and finish; in clear 
vision bodies; in interiors up- 
holstered in* genuine mohair; 
in conveniences and in die 
many detailed refinements. 


For Hupmobile puts 10% extra 
quality into this car widiout 


eon? 
WIK 


Prominent Marion Woman, Missing 


3 Weeks. Believed a Suicide 


Marion; Ind., March 


The, body of Mrs. Klizaheth Kerri- 
«ran; 
prominent 
Marion woman 


missinir for three weeks, was found 
today in a ravine in Goldwaite park 
here. 


The discovery was made by Mrs. 


Amelia Strouffe, who declared 
she 


had a vision last ni.eht revealing to 
her the location o£ the body. 


A bottle that had contained 
bi- 


chloride of mercury was found near 
the body and a coroner's verdict of 
suicide was expected. 


Mrs. Kerriean suffered a nervous 


breakdown following the death, 
ol 


her husband, George Kerrigan, 
at 


Connersville last July. 


Among-, the surviving relatives are 


George s'tout, editor of the Lafay- 
ette Journal Courier, 
and JVank 


Stout, recorder of'Cook county, HI 


LuflAie Council, No. 296,-. will 


meet Thursday evening at 7:30 o'- 
clock at the Red Men hall in- Wesi 
First street. All members are urged 
to attend. 


addingthe cost to die purchase 
price—10% finer materials 
and workmanship to insure 
the very utmost in six-cylinder 
brilliance and dependability of 
performance. 
Make comparisons and you 
are bound to select the Hup- 
mobile Sj±. In common with 
thousands of others, you will 
recognize it not only as the 
closest-priced Six in America 
—but far and away the finest; 
quality Six under $1750. 


Every Worth 
While 


. Feature the Modern 


Car Should Have 


dew Vision Bodies—Color 
.Options—Mohair Upholstery 
—Contrasting Window "Re- 
reals" on dosed Bodies—In- 


, ttmment Panel Under'Glass, 


Indirectly Lighted—Solid 
WalnutSteerineWheel—Tilt- 
ing Beam Headlights—Head- 
light Control on Steering 
Wheel—Both Manifold and 
ThermoMatic Heat Control— 
Gasoline Filter—Oil Filter—4- 
Wheel Brakes—Balloon Tire*. 


» 
» 
» 


Brougham, fhre-passenger. 
two-door, $1385. Sedan (ifltts- 
trated) five-passenger, four- 
door, $1385. Coupe, two-pas- 
senger, with rumble seat, 
$1385. Roadster with rumble 
seat, $1385. Touring, five-pas- 
senger, $1325. All prices f.o.b, 
Detroit, plus revenue tax. 


R. E. (Dick) Abernathy 


210 East Second Street. 
. 
N 
. 
Phone 1557. 


MSEHITI THE JII 


Must Decide Whether Oil Man Is 


Guilty of Contempt of Senate 


Washington, March 16,— <U.R>— The 


Sinclair -contempt 
of the 
senate 


ease was sent to the-jury today. 


The jurymen are to decide if Har- 


ry P. Sinclair, wealthy oil operator 
and sportsman, is guilty 
of con- 


tempt of the senate for refusing 
to 


answer questions by the senate oil 
committee three years ago. In case 
of a conviction, a jail sentence 
is 


mandatory, the law providing for a 
fine of from $100 to $1,000 and'from 
one to twelve months in a "common 
jail." 


The case is an outgrowth of the 


famous senate oil investigation in 
1923-24. Sinclair appeared 
'before 


the committee March 22, 1923, and 
declined to answer questions, ex- 
plaining he 'feared his testimony 
might affect court litigation in which 
his Mammoth Oil Co., -was involved. 
Nine days later he was indicted for 
contempt of the senate. The trial 
began March 7, with the jury ex- 
cluded nearly three quarters of the 
time while questions 
of 
evidence 


were argued and settled. 
F 


LU-COLDS 
Cheek «t fint «ne«ie. 
Rub on—inhale vapors 


.— ^ ^ ^B^ ^.^ ^b 


WANT ADS BRING RESULTS 
New! 


WILL O. FEUDNER 


at 


The ^DaUy Republican 


Advance^ Sale of 


ROSE PLANTS 


' 
' 
: 
I 
Thurs., Fru and Sat. 


17 
18 
19 


At this time we are going to offer one variety of 


'Rose PlanW which-are in prime conditon now to plant 
"outside in your flower garden to assure you of lots of 
cut blooms this summer. 


Now is also the time to prune back your rose plants 


which-you bought here at our other Rose Sales. 


These plants which we are offering on the above 


days are even better than last year but prices will re- 
main the same. A price that is in the reach of everyone,. 


25' 


We have only a few hundred to offer, so be sure to come 
and get your share of this wonderful stock. 


GLENN E. MOORE 


" FLORIST — Phone 1409 


'LET THESE COLUMNS BE YOUR GUIDE 


A PEPPY Motor 


makes « peppy driver. Puts that smile on your face and a cheerful 
outlook and why not? How can you be in a good humor if you are 
constantly hairing trouble and expense? Let us stop the trouble and 
and put the smile on your face! 


Bowen & Carter Automotive Service 
KELLY SPRINGFIELD TifRES AND TUBES 
J 


GOULD BATTERIES AND SERVICE 
PERFECT CIRCLE PISTO^ RINGS 


306 NORTH MAIN ST. 
PHONE 1364 


THE MADDEN BROS. CO. — Machinists 


REPAIR WORK IS OUR SPECIALTY 


. 
Harry Langdon Comedy 


f 
A new departure in telephoning is 


depicted 'by Harry Langdon, 
First 


National coinody kingpin bis feature 
comedy, "Tramp, Tramp, Tramp," 
coining today to the Princess then- 


~ Ire. 


Langdon is shown attempting 
to 


telephone his best girl. No sooner 
does he step into the hooth however, 
than a cyclone comes up and n-arries 
the booth, with Harry in it, to 
the 


very steps of his girl's home. The 
\ .comedian coolly emerges from the 


\ooth and talks to his girl in person. 


According to the most 
reliable 


estimates on record, 
the cyclone 


takes Harry to his girl's home in 
less time than it would have taken 
the average telephone operator 
to 


connect him with the correct num- 
ber. The -comedian is said to be con- 
sidering a plan to harness cyclones 
and thereby, save .mankind millions 
of hours yearly. He is looking for a 
ilmtter-and-egg man to hack him in 
this venture, it is reported. 


"Tram]), Tramp, Tramp," is 
a 


story of a 
transcontinental 
foot 


race. The theme is an original one 
wi|h the comedian and he has had 
it in mind for sonic time. 


The 
supporting cast 
includcjs 


Crawford, Tom Murray,'Alee Fran- 
cis, Edwards 
Davis and 
Brooks 


Benedict. Harry Edwards directed. 


"Tram]), Tram]), Tramp," is the 


iirst of the feature length comedies 
which Laiif;<lcin will make for First 
National under the terms of his re- 
cent contract with that organization. 


"Obey The Law" Castle 


When Bert Lytell, the Columbia 


star, appears in a picture in this 
city, it is -pretty reasonable to ex- 
pect that the house will lie packed 
hereafter, even more than 
it has 


lieen in 4he pnst, Lytell's showing 
in "Obey Hie Law," 
the Columbia 


production which closes ai the Cas- 


(tle Theatre tonight, is assurance of 
this. 


Ill addition to Lytell's interpreta- 


tion of the crook role, there are the 
work of a most capable cast, the 
strikingly artistic photography, and 
the workmanlike direction to be con- 
sidered. Al Uabtx-h directed. 
The 


story tells of a super-crook 
who 


"took the works" in order to pro- 
tect a pal and save his pal's daugh- 
ter from disgrace. 


The supporting cast includes Eu- 


genic Gilbert, Edna Murphy, Larry 
Kent, William .Welsh, Hedda Hop- 
per, Sarah Padden and Paul Pan- 
zer, all of them accomplished play- 
ers with stage and screen experience. 


The picture is one of action 
and 


drama, yet, revolutionary in 
the 


films, it is without a single scene of 
violence. There is no gun-play and 
in no title does there appear a dash 
to indicate a curse. It isn't that kind 
of a picture. Al Kaboi-h went at his 
work with the idea of turning out 
an artistic picture thaf would 
he 


different and the 
result is exactly 


that. 


•Lytell, "super-crook" of the cel- 


luloidvhas 
what 
is probably the 


most effective role of bis career and 
his supporting cast has 
no 
weak 


spot that has been 'pointed <>»t 
to 


this reviewer since the opening la 
night. 


NEW SALEM 


Mr. and Mrs. Donald Wilson and 


son 
Dcloris 
entertained at 
their 


linniv southeast of New Salem 
the 


following 
guests: Mr. and Mrs. 


-Charles B. Wilson, Mr. and Mrs. An- 
gus Lel'orge, Mr. and Mrs. Yirgil 
Wilson, Charles, ,lr., and Lois Jean 
Wilson.. 


Mr. and Mrs. Harry Mull 
visited 


) relatives in New Salem Sunday. 


/ 
William 
Williams 
spent 
a few 


days with Mr. and Mrs. Ted King 
and I'aauily. 


Mr. and Mrs. Lowell t'ollyer 
of 


Wife Takes Vinol 


Feels Fine Now 


"I was weak and had no strength. 


Since Inking Vino], 1 feel tine now 
and do my work again."—Mrs. R. 
Barnesberger. 
The 
very 
FIRST 


week you take Yinol, vim begin to 
feel stronger, eat and sleep better. 
A'inol is a simple, strengthening iron 
and cod liver compound in use for 
over 25 years by weak, nervous wo- 
men, run-down 
men and 
sickly 


children. 
Contains no oil—pleasant 


to take. 
Hargrove & Brown, drug- 


gist s.—Advertisement. 


I 


m 
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By, Taylor 


HOVJ ARE THINGS 
OOlNQATTHe 
OFFICE, POP?. 


Avvr-Mcrrso eoaor 
TVTE WANTS TO RUN 
Business v— 


HES FINDING. 
ABOUT CHICK COMING 


OTRC6. 


ANDAtCTf DOIM&HIS 
VIORKVOHCMHe 


HOW IT WOULD 6C 


HE eve* GOT 
INTO YOUR. 
COMPANY 


Twer* THe- 
•Wouete- 
HEBoes- 


{Texas Pioneer, 91, WedsGirlof26 


At 91. Colonel Charles Goodnight, ranchman of Clarendon, Texas, 
•has just married Miss Coriune Goodnight, 26, of Butte, Mont, Mis* 
: Goodnight, a telegraph operator, read of the colorful life of ths' 
'. colonel, a noted 'southwestern pioneer, and wrote to him. 
The ro-' 


mance resulted. 


Jealousy; Bang! 


—NBA, Mtmpliis Hun-au 


Mrs. AUiia Mae Wilkinson, a2, 
killed George Oldliam, 36, in Ms 
apartment in Memphis, Tenu., be- 
cause he was jealous of another 
man and threatened to kill her it 
she didn't give him up, according 
to the story she told Memphis po- 
lice. 
The girl said 
Oldliam, a 


former Danvers, 111., man. was her 
"boy friend," hut that she loved 
the "rival he demanded she quit 


seeing. 


BEST FEATURES ON 


RADIO PROGRAMS 


THURSDAY 


WPG, 
Atlantic'City 300 XL 10 p. 


in.—'Ancient order of 
Hibernians' 


annual dance. 


\VKAF, New 
York 
4!)2M 
and 


hookup, S p. m.— Eskimos' 
Irish 


Minstrel'show. 


KGO, Oakland, 3(i] M, 10 p. m.— 


Victor Herbert's opera, 
nude.'' 


\V.IX, New York 454M, and WB/, 


IvDKA, KY\V, S p. in.—The 
Uadio- 


t rons. 


W('C<>, Minneapolis St. Paul 41li 


M 11 |>. in.—Far north broadcast. 


ill. Vermin—The city may prove 


ji mc'i'ca for workmen 
if a recent 


cxprricii'-c is reported. Workmen 
found 84 bottles of bonded pre-war 
ivhiskpy when they razed 
an 
old 


liiiildiii" here. 


CokL 
Insist on the tamest 


A cold may be 
s'topped in 
' 24. 


hours', the fever checked, the bow- 
els opened, the entire systefa toned. 
The way is HILL'S—a way so eff- 
cient that we paid $1,000,000 for it. 
Don't rely on lesser help, and don't 
delay. Get the quick, complete re- 
sults that HILL'S is bringing mil- 
lions. 


AUTOS FOR SALE 


Be 


li'ushvillc and .31 r. j/nd Mrs. (ileii 
(iiillin and family of 
near 
Milrov\ 


ncrc Sunday dinner jriK'sts of Mr. 
and Mrs. James W. Mercer. 


Mr. and'Mrs. liusscl] Mnrphy; of 


Connersville visited in New 
Salem 


Friday. 


Mr. and Mrs. Kdward 
(iwinnup 


arc plannifie; to move 
to Conners- 


ville next week. 
Mr. Ciunning 
has i 


purchased a blacksmith shop there. ] 


HEADACHE? 


TAKE 


DM0 


Practically all cases 


of 
headache 
com* 


from the stomach. ' A 
sour stomach, or a 
stomach which cant 
properly digest food 
will invariably cauie 
headache. 
The sys- 


tem becomes all clog- 
ged 
up 
with 
the 


poison irom the stomach and the 
whole body cries out Tor relief. 
First take four Di-Jo tablets with 
a glass of hot water. 
If you don't 


get relief within half an hour, take, 
four more with hot water. Then at 
night, take a Di-Vac tablet to regu- 
late the bowels. If your druggist 
has neither-Di-Jo or Di-Vac, write 
Drug Products. Marshall, Mich — 
Adv. 


Madden's Restaurant 


BEST LUNCH and MEATS 


FISH and OYSTERS 
103 West First Street 


For Sale 


SEVEN ROOM HOUSE 


712 NORTH HARRISON ST. 


Slate Roof Outside Cellar, Bath, Toilet, Electric Wired. 


Barn big enough for three cars. 


'See 


Horatio S. Havens 


CARD OF THANKS 


We wish to thank our 
neighbor 


and friends for the kindness shown 
during the sickness and death of on 
husband and father, also _Bro'the 
Cato, The Wyatt- Company, and th 
ladie^ who sang . 


) .'irs. J. \V. Oldham and Childrei 


) 
COMMISSION 


Division of Maintenance 


Indianapolis, Indiana, March 3, 1927 


Contract No. 80 


NOTICE TO CONTRACTORS 
Sealed proposals will be received a 


the office of the State Highway Com 
mission, 
Indianapolis, Indiana, unti 


10:00 
A. M. APRIL S, 1927, for im 


rovement of thefollowing roads: 
Road 27— Section G, Jay County, Bi 


luminous Macad>m — 7.70 miles. 


Road 27 — Section D, Wayne County 


Bituminous Serface Treatment — 
2.75 miles. 


Road 27 — Section D, Wawne County 


Bituminous Surface Treatment 
'• — 


3.05 miles. 


Road-^27 — Sectiqp C, Wayne County 


Bituminous Surface Treatment — 
0.75 miles. 


Road 27 — Section B, Union County 


Bituminous Surface Treatment 
on 


Traffic Bound Surface — 4.20 miles. 


toad 27 — Section A & B.; 
load 44 — Section K, Union County 


Bituminous Surface Treatment — 
8.30 miles. 


Road 38— Section K, Wayne County 


Bituminous Surface Treatment — 
6.00 
miles.' 


Road 40— Section T, Wayne County, 


Bituminous Surface Treatment — 
3.05 miles. 


Road 44 — Sections G & H, Rush and 


Fayettc Counties, Bituminous Sur- 
face Treatment — 0.45 miles. 
Date set for completion of all work, 


October 15, 1927. 


Bidder shall file bond with his bid 


-qua! to one and one-half times the 
amount of bis proposal. - 


Proposal blanks, plans and specifica- 


tions are on • file at the office of the 
State Highway Commission, Indiana- 
polis, Indiana, where same may be ob- 
tained upon payment of $1.00 per set. 


JOHN D. WILLIAMS, Director 


Marl6-23 


KLENZO 
Shaving Cream 


4Oe 


"' Makes shaving .a 
pleasure; softens the 
beard; does not dry 
on the face; "gives 'an 
abundance of lather. 


Pitman & Wilson 


Phone 1038. We Deliver 


FOR SALE—1 Essex 
4 
cylinder 


coach in good 
shape. Triangle 


garage. 
' 
It3 


FOR/SALE—Chevrolet Coupe. *150, 


New-tires and paint 
2229. 


job. 
Call 


307t6 


LOTS FOR SALE—In 
and near 


Cherry (Lirove with 
all 
> modern 


civic improvements. Ideal 
loca- 


tions for spring building. For fur- 
ther particulars call 2087, "now. 


l 
2!)0t?4 


•a* 


Miscellaneous Wants 


WANTED—'Boarders and roomers. 


• 401 West Second Street. Mrs. Al- 


ice Finney. 
1 - 2t3 


WANTED—One large ice box, must 


be in fair couidtion. Call 1'Ja'J. 


2W 


WANTED—Your paper and paint to 


clean. Also your paper to hang. 
First class work. Phone 2.'!30. F. 


Household Goods For Safe 


FOR SALE—Kitchen cabinet, safe 


buffets,, china j-losets, dining- room 
tables, book 'case, baby beds, oil, 
gas and coal cook stoves. Gordon 
"Second Hand Store. 327 
North 


Main. 
' 
3l>8t6 


J. Brown. 
2t4 


WANTED TO 
RENT—3 
uuEuni- 


ishtd rooms for light house keep- 
ing. Robert Duncan. Phone 3313. 


2t3 


rt'ANTED—Hoarders. 
527 


Morgan. Phone' 2294. 


North 


It6 


•9 


Poultry and Eggs ,For Sale 
. 
__, 


FOR SALE—Single couth Rhpde Is- 


land red eggs. $3.00 per hundred. 
Arlington 'phone ion 42. Mrsf .Or- 
sa Ellison. 
'' 
3t6 


FOR SALE—White Rock eggs from 


blood tested flock, $3.00 per hun- 
dred. A. J. Reddick, Arlington." 


HO' 


FOR SALE—Eggs. 
Single 


Rhode Island reds, 
also 


conib 
single 


per 


KCJSHVILLE PATTERN 


Upholstering, repairing, finishing, 
new cabinet work. .Phone 
1S48. \ 


FOR SALE—SeLt'ert roller canaries. 


, \ 
Song guaranteed. Phone 2106'. 


:3t2 


Rear Eagles Hall: 
It4 


IIAUL ANYTHING—Garden plowin 


a specialty. John Ferguson. Phone 
3448'. 
. 
307t6 


MORTGAGE EXEMPTIONS— Eva 


M. Ragsdale, Auditor's office 


208t5: 


WANTED—Your wall 
paper 
to 


clean, by expert cleaners. 'Leav 
orders at Crosby's Paint 
Store 


Phone 1035 or 1458. 
298t26 


comb brown Leghorns. $3.50 
hundred. Good stock. 
May 
C. 


Brooks, 
Gleiiwood, 
Falmouth 


phone. / 
, 
'. 
ItO 


FOR SALE—Single Comb 
Rhode 


Island red eggs from blood tested 
stock. Phone Arlington 14 on 48: 
Airs. Elmer Smith. 
308*4 


HELP WANTED 


WANTED^—Widow lady wants fan- 


cy laundry to do by , responsible 
party. Also keep babies day 
or 


night. Mrs. Ada Watkins, second 
house, East Hill Cemetry. 
2t2 


GIRLS AND BOYS 
WANTED—at 


once for salespeople. Apply Mr. 
Smith at 225 North Spencer af- 
ter 4:00 today. 
It3 


WANTED—Middle aged lady to keep 


house Fine home' with pay. 417 N. 
Jackson Street. Phone 1707. 


30St3- 


\VANTED—House clcaniiig and wort- 


hy the da.<'. Phone 2498. 
ail 


LEGAL ADS 


NOTICE TO NON RESIDENTS. 
Stale of Iniaana, Rush County, ss: 
Mbert C. Stevens, Admr. Estate of 


Hazel V. Grigsby, deceased, Vs. 
Benjamin Grigsby ct Ali 
n.thc Rush ,Circuit Court, 
'cbmary Term, 1927, 
Complaint For Partition. 
No. 4212. 


Notice is hereby given the said de- 


endalits, Arthur Grigsby and Mary F. 
Grigsby, that the plaintiff has filed his 
omplaint herein 'which is a complaint 
or partition,^together, with an affidavit 
hat the said defendants, Arthur Grigs- 
>y and Mary F. Grigsby, are'not resi- 
lents of the State of Indiana, and that 
inless they be and appear on the 23d 
ay of April, 1927, which is the 6'6th 
udicial day of the February Term of 
aid Court, at the Court House in the 
Dity of Rushville, in-said-County, and 
State, the said cause will be heard and 
determined in their absence.- _ 


Witness, the Clerk and the Seal of 


aid Court, affixed at the City of Rush- 
ille, tlSis 28th day of February, A. D., 
927. 
. 
" 
' 
• 
( 
• 
• 


LEONARD BARLOW, Clerk. 


.. G. Stevens, Plaintiff's Attorney. 
Mar2-9-16-23 
. 
' 
_ • 


I buy and sell second hand house 


hold goods. Mike S.canlan. Phone 
!««)« ft'? 5 West Third. 
9lf 


FOR RENT—8 room house, modern 


Corner Jackson and Oth. • Phone 
1300. 
3to 


FOR RENT—Garage for one car. 


421 North Harrison street. Mrs. 
Horatio Havens. 
' 
2t2 


FOR RENT—Furnished room at 510 


North Harrison. Call ~ 2.UO 
or 


1117. 
. 
It3 


FOR' RENT—One 4 room house,' 1 


acre of ground on E. llth 
St. 


Derby'Green. ' 
It3 


I'OR RENT—411 acres, within 
2A 


miles of Milroy. Immediate pos- 
session. Write Mrs. (.'. W. Thack- 
er, '20!) South McC'ann St., Koko- 
mo. Ind. 
;;03tl2 


Used Clothing For Sale 


FOR SALE—Heavy sweater, 
size 


38. Can be worn by boy or girl. 


, Perfect condition. Phone 
1041. 


Ruth Seward 
3t4 


FOR SALE—Dark blue Keller Koaf 


sweater, size 38. Coat style. First 
class condition. Price reasonable. 
Phone 1041 after 6:00 p. m. 


307t5 


McCuUy & McCully | 


(Palmer Graduate) 
= 


.'CHIROPRACTORS 
5 


(Lady Assistant) * 
E 


Calls Answered Promptly 
5 


Hay or (Night 
E 


= Phone — Res. 1973. Office H06 = 


Farmers Trust Co. Bldg. 
= 


tltlllilll^UillllllilUUIIIIUIIUIIlllllillllllk: 


The Ayres Seed Company is still 


delivering its cheap ciover seed, $22 
a bushel. All orders taken care of 
as long as supply lasts. Government 
tested seed. Ayres Seed, Company 
Cambridge City. 
3t2 


FOR SALK—An out door toilet, an 


iron puinp, an oak mantel 
with 


mirror and a reed baby cab. All 
-in good condition. Call 1230. 
3t4 


FOR SALE—Cooler suitable 
for 


restaurant or grocery store. 
in 


good condition. Will 
hold 
3UO 


pounds of ice. Price reasonable. 
Call 2510. 
' 
3t3 


FOR SALE—Sewing machine need- 


les, shuttles, bobbins, belts, .and 
oil. If your machine drops stitvh- 
es or cuts thread it is a good sign 
that it needs a new shuttle. Juim 
B. Morris. 
ItJ 


FOR SALE—Delco light plant with- 


batteries. Good condition. Used 
.'! years. Kayiiiond Bowles, Koute 
!).• Mays phone. 
It3 


FOJJ SALE/—12 inch Ford^bn spe- 


cial 2 bottom P. & O. tractor plow. 
Only plowed 35 acres. Priced ica'- 
soiis;ble. Fred Mi Maple. Falmouth 
phone. Free list. 
• ' 
It3 


FOR SALE— Seed potatoes. 


CountyMills. 


Rush 


FOR SALE — Extra Fancy 3(i pound 


oats. Rush County Mills.' 
3USU 


FOR SALE—Two S ft. bevel plate 


glass top show cases. Address 
Box 81, Arlington, Indiana. 30St(i 


FOR SALir—Low down milk wagon. 


' Phone 50, Milroy. 
:!07tli 


LIVE STOCK FOR SALE 


FOR SALE— ;3 young cahes. Phone 


_ _ _ 
_ 


AVANTEl) — Your feed grinding bus- 


iness. Rush Couutv Mills. 
3tJ 


Traction 
Company 


Cbarle* I.. Henry. 


An«a»t 16, 1935 
Bacclver 


East Bound 
West Bound , 


5.-40 
*4:« 
5:15 
»1:W 


6:01 
*3:01 


7:00 
'*•*:« 


tS:30 
6:36 


»10:03 
*8:30 


7:02 
•8:24 
»D:5S 


•11.2D 


$6:23 


6:59 


*8:1S 


*1O:36 
»U:45 '11:34 
*10:S3 


»3:33 


J Limited Train. Town stops only. 
* Limited Trains — Win stop at 
country steps on request or flag- 


Light Face A. M, Dark Pace P. M. 
Dispatch Frcieht for delivery at 


• stations hamllec. on all trains 


rBEIGHT SESTICS 
, 


West Bound — 10:05 A. M. ex.Siin<lffy 
East Botii:d — C:30 A. M. ex. Sunday 


*lc. ."-i«k.iJ, 
S 
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10 OLONTO LEICUE 


Frenc!; Charges That Naval Confer- 


ence Would Undermine Geneva 


Body Denied in U. S. Note 


SIMILAR ONE TO ITALY 


Asserts Partial 
Limitation 
Could 


Expose No Power to Navies if 


Powers Not Included 


Washington, 
March 
10— <U.R>— 


French ••harj.'es that the ' proposed 
(.'oolidsre niival eon Terence would un- 
dermine autlnirity ol' the League of 
~Naliuii> wore iK'iiiPil I'.v the I'nited 
States in its 
note 
delivered 
to 


France yesterday and innde public 
here toduv. 


The note to France, and a similar 


one tn Italy, expressed hope 
that 


those governments, despite rejection 
ni' the President's original proposal 
i'or a live-power conference, 
may 


••I).- re) -resented in some manner" at 
tlie (ienevii ••conversations" 
alining 


the I'liited States, Creal Britain and 
•fapiiii. 


Copies of the notes were also de- 


livered here today to the Italian and 
l-'rem-li ambassadors. 


hVl'lyhijr io (ib.jei-tiiuis mail>' 
by 


those tv.'o .governments to the origi- 
nal pmposul. the American 
notes 


stated: 


"The AiiK-ri'-an government is al- 


sso of (lie-opinion that an agreement 
for partial limitation of armaments I 
cinild expose no ])nwer 
to .danger 


from the navies of Iho powers 
not 


included in *iich an 
understanding, 


since no agreement is c-oiitemplated 
which would not lie subject 1" iwnn- 
sideration or revision should 
, the 


security of any party to it lie men- 
aced liy the naval program of a na- 
tion not inelndeil in 1h;> understand- 


ing. " 


The 110(0 to France added: 
"•\Vitli regard 
to 
the fear 
cx- 


^re.ssed ihy the Krejich 
government 


Jh.'it snch negotiations "would 
risk 


compromising the success 
of 
the 


work of the preparatory commission 
;it (ienevn. the government of the I . 
S. is of the opinion that all appro- 
.priale measures taken by the large 


INCOME TH)! PAYMENTS 


II 


U. S. Treasury Receipts 
Estimated 


$100,000.000 
More Than on 


Klarc.h 15 Last Yeaf 


LARGER SURPLUS IS SEEN 


Washington, March 16=-<U.R)-rAf- 


ier an 
estimated 
$2,000,000,000 


"turnover" in a single day, the U. 
S.'treasury today continued its pro- 
fitable second liberty loan redemp- 
tion and vim-cime tax transactions in 
diminished volume. 


Treasury officials said they .ex- 


pected final tabulations of March 15 
first-quarter 
payments on 
income 


taxes 1o 
show an 
aggregate 
of 


.-fGOO.OOO.OOO or more—$100,000,000 
more than last year's March 15 re- 
ceipts, and enough to insure a trea- 
sury surplus on July 1 considerably 
larger than the $37:1,000,000 hither- 
to estimated—perhaps more 
than 


.folXI.OOO.OIIO. 


Secretary -Mellon 
reported 
that 


approximately one-third of the $3,- 
0011.000.00(1 outstanding second lib- 
erty bond had been offered in 
re- 


sponse 4o bis exchange plan. 


The treasury is Inking up 
these 


-\\ percent bonds, 
which 
mature 


next year, with .'I1, percent five-year 
government notes. This issue is the 
First of the big war and 
post-war 


issues to mature, and (he ex-hange 
will give the treasury more time to 
meet il and cut down the 
interest 


rate paid ibv an estimated $2:1,000,- 
00(1 a year. 


Two 
other 
huge 
transactions 


featured the day in (he barred 
and 


guarded gray sloue Treasury build- 
ing. 


\ *(iC>0.000.000 treasury note 
is- 


sue of May 15, 102:!. fell di.?. 
It 


ivas paid from current funds 
and 


naval powers cannot Imt contribute 
towards facilitating the task of the 
commission. 
_ 


"ll is therefore of 
the 
opinion 


that far from undermining the 
au- 


thority of the 'League 
of 
Nations 


such conversations as those 
pro- 


nosed wouhl be of great service to 
that body in an advance towards the 
solution of a difficult problem." 


^ 
. 
. 
, - r 
; . . . - 


"from jthe receipts of'a.pnew-;-. $450,i- 
000,000 issue of. treasury; certifi4 
catps of indebtedness. •• i, 
' • - 


PAWNED WAR MEDALS 


Perth Amboy, N. .T., March'-16— 


(U.R)_A world 
war 
veteran^ who 


jumped to death from 
the 
second 


story window of a Salvation Army 
ho.tel here had pawned his-war med- 
als to get- food, police believed 
to- 


day. Papers found on the body of 
Arthur Nctter, 35, St. Cloud, Minn,, 
showed he ivas awarded the distin- 
guished service cross arid other hon- 
cjrs, but the medals themselves were 
racial issue in the case. 


Atheist Editor Found 
Guilty of 


\ 
Blasphemous Libel at Toronto 


FIRST II 


asphemc 


Toronto, Out., March 


Ernest V. JSterry, ihe first man in 
the'history of Canadian jurisprud- 
ence to be found guilty, of blasphe- 
mous, libel, today was sentenced 
to 


serve sixty days in the Ontario 
re- 


formatory. 


Sterry, atheist editor 
of 
"The 


Christian . Enquirer," -was convicted 
yesterday by a jury which took'only 
25 minfltes to find him guilty of "the 


publication, of^rds'so/ scurrilous 
and op_pro1irions as to pass the lim- 
its of decent controversy and to be 
calculated to outra*!* the 
feelings 


of any sympathizer with Christian- 
ity." '. . 


TAXPAYERS LEARN LESSON 
Indianapolis, March 16—<U.R>—In- 


dividual taxpayers in Indiana have 
learned their lesson regarding., de- 
linquent income tax returns, accord- 
ing to George Foote, deputy collector 
of Internal revenue for Indiana, fol--, 
lowing yesterday's last minute .rush 
to beat the dead line for filings .at 
midnight. 
N 


OUT OUR WAY 
By Williams 


-faERE, 


GONE FOOL 


CULLS ON 


WHITE MEOW 


President Coolidge Being Assured 


Sudden Falling Off in Buying 
Will Not Hamper Production 


NO SIGN OF BREAK SEEN 


By PAUL R. MALLON 
rrr. P. Staff Correspondent* 


Washington, 
March 
16—<U.R>— 


Mysterious calls and other activity 
at the White 'House ' the last few 
days have been due if President 
Coolidge's apprehension over the 
possibility that the recent dip in 
buying might indicate a break: in 
econoimic conditons. 


The"best minds of the party, how- 


ever, have informed him that buying 
fell 
off suddenly because large 


stocks were laid up and that, pro- 
duction will not be seriously affected 
because there are absorbing orders 
on hand. 


These -facts were developed today 


as the reason for lengthy conferen- 
ces -which the president has 
sought 


with secretary of commerce Hoover, 
Senator Pess, repn., Ohio 
and ot- 


hers,—officially described as "social 
calls." 
!' 


Fess is .confident that there is no 


possibility of a .break and Hoover 
holds the same view. Both opinions 
are based on advices from 
people 


•who should know the inside of 
the 


present economic situation. 


Mr. Coolidge is extremely, inter- 


ested in economic trends because 
they not only involve the condition of 
the country, but it is generally ac- 
cepted 
that 
their fluctuation—if 


any,—in the next year will influence 
the -political destiny of the country. 


"Mr. Coolidge will win 
hands 


down'in 1928 if present economics 
conditions continue," says Fess. 
"If a break should develop then of 
course there would probably be 
a 


fight. 


"Conditions 
generally 
at 
this 


time, however, are prosperous and 
should continue so. There must be 
some sort of farm~relief, based in 
my opinion upon development 
of 


cooperative marketing rather 
than 


upon price fixing. We can take care 
of that at the next session of con- 
gress. " 


"Deacon /Dubbs," Success When 
Presented at Gfiigs, Will be Given 


At Glenwaod Friday 


BY GOLDEN LINK BIBLE CLASS 


"Deacon *Dubbs," a comedy 
dra- 


ma with the scenes laid back 
50 


years ago, is the uame o£ a show to 
be given Friday night at eight /o'- 
clock at the Glenwood school by the 
Golden Link bible class of the Bea •' 
Davis Creek church. The show was 
given last Friday night 
at Gings, 


and was such a success that.it is 
being- repeated at Glenwood, -where- 
more people (fan be accommodated. _ 


The show is replete with comedy, 


and the costumes of the period of 
50 vears ago, provide a unique set- 
ting- for the show, which is in three 
acts. The east .of characters is well 
chosen, and is as follows: 
Deacon Dubbs—From Sorghum Cen- 


ter State of West Virginny 


John Looney 


Amos 
Coleman—His 
Nephew, 
n, 


Young Lawyer 


Ernest Whicker 


Rawdon Crawley—A Wolf in Sheep 


Clothing 


Don Rees 


Major 
Moses Mi-Nutt—The Auc- 


tioneer 


i 
Arthur Cortner 


Deuteronomy 
Jones—A 
Country 


Product 
- 


Carl Wynn 


Rose 
Raleigh—A 
Brave 
Little 


School Ma'am 


Eva Morris 


Miss Philipena Popover—With Both, 


Eyes on the Deacon 


Ava Ging 


Fjmily Dale—Richest 
Girl 
in the 


' Village 
' 


Lncile Hasselby 


Yennie Yensen—A Hired Girl from 


Sweden 
x 


- Pauline Morris 


Trixie Coleman—Amos' Sister, Al- 


ways in Mischief 


Marian Hinchman 


Villagers—Beatrice Hasselby, Flor- 


ence Alice Rees, 
Velma 
Morris, 


Howard Hinchman 


CiERVICE IS A BIG WORD HERE 


E 


ACH Goodyear Tire We Sell Is 
T 
Corredtly Applied and Corredlly Inflated 


~ 
c 
, 


Ho well Bros. Tire Service 


ROAD SERVICE 
- 
PHONE 2057 


Mobiloil and Mobilubricant — Purol Gasoline — High Test and Regular. 


8 Years of Honest Service Your-Guarantee 


R 


IMS Are Checked to Make Sure There Is No 
Rusl: on Them to Rot Flaps and Rum Tubes 


A 


VALVES Are Properly Seated and Airtight 


NSPECTION—Regular Inspedtion 
I 


NSPEC11UJN — Keguiai 
Follows After the Sale 


C 


ANNY Tire Buyers Appre- 
ciate that this Service Means 


ECONOMY 


,i \ .. < 
-; •- 


